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To  the  Mayor,  Aldermen,  and  Councillors. 

Your  Worship  and  Gentlemen, 

I  submit  herewith  the  Annual  Report  of  the  work  of  the 
Public  Health  Department  for  the  year  1938. 

STATISTICS  AND  SOCIAL  CONDITIONS  OF 

THE  AREA. 


Area  in  Acres  ...  ...  ...  ...  6,899 

Estimated  Resident  Population  ...  ...  12,260 

Number  of  Inhabited  Houses  ...  ...  3,860 

Rateable  Value.  £103,561 

Sum  represented  by  Penny  Rate  ...  ...  £39° 


SOCIAL  CONDITIONS. 

The  Town  is  largely  a  residential,  market  and  shopping 
centre,  and  on  account  of  its  historical  interest  attracts  many 
visitors  throughout  the  year. 

The  principal  employers  of  labour  are  Messrs.  Flower 
&  Sons  Brewery,  Messrs.  Joseph’s  Aluminium  Works  and 
Canning  Factory,  and  the  Brick  Works. 
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VITAL  STATISTICS. 

Live  Births- — - 

Male.  Female.  Total. 
Legitimate  ...  ...  93  72  165 

Illegitimate  ...  ...  4  1  5 

Birth  Rate  per  1,000  estimated  population  ...  13.86 

Stillbirths —  Male  Female.  Total. 

Legitimate  ...  ...  3  2  5 

Illegitimate  ...  ...  —  —  — 

Rate  per  1,000  (live  and  stillbirths)  ...  28.57 


Deaths —  Male  Female.  Total. 

67  69  136 

Crude  Death  Rate  per  1,000  estimated  population  11.09 
Corrected  ,,  ,,  ,,  ,,  „  ,,  8.98 

Deaths  from  Puerperal  Causes — 

Puerperal  Sepsis  ...  ...  ...  nil. 

Other  Puerperal  Causes  ...  ...  ...  1. 


Death  Rate  of  Infants  under  one  year- — - 

All  Infants  per  1,000  live  births  ...  29.41 

Deaths  from  Measles  (all  ages)  ...  ...  ...  nil. 

,,  ,,  Whooping  Cough  (all  ages)  ...  nil. 

,,  ,,  Diarrhoea  (under  two  years)  ...  nil. 


GENERAL  PROVISION  OF  HEALTH  SERVICES  IN 

THE  AREA. 


HOSPITALS. 

I  uberculosis.  Cases  of  Tuberculosis  are  admitted  to 
the  King  Edward  VII.  Memorial  Sanitorium,  Warwick. 

Maternity.  No  special  provision  is  made  locally,  but 
a  few  cases  are  admitted  to  the  Maternity  Home  run  by  the 
County  Council  in  Warwick. 

Children.  There  is  no  special  Hospital  for  Children 
in  the  district. 

t1  ever,  dhe  Borough,  jointly  with  the  Rural  Districts 
of  Stratfoi  d-on-Avon  and  Shipston-on-Stour  provides  an 
Isolation  Hospital  of  44  beds,  situated  within  the  Borough. 

Smallpox  is  now  provided  for  by  a  Hospital  of  14  beds 
situated  near  Warwick  (Fosse  Road).  This  hospital  will  also 
accommodate  cases  from  the  R.D.  of  Stratford-on-Avon  and 
Shipston-on-Stour, 
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General  Medical  and  Surgical  Cases  are  treated 
in  the  General  Hospital  which  accommodates  34  cases. 

AMBULANCE  FACILITIES. 

Two  Motor  Ambulances  are  available,  one  for  general 
cases,  kept  at  the  General  Hospital,  and  the  other  for  In¬ 
fectious  Cases  kept  at  the  Fever  Hospital. 

CLINICS  AND  TREATMENT  CENTRES. 

The  Maternity  and  Child  Welfare  Centre  is  held 
weekly  in  the  Welfare  Hut,  Tyler  Street. 

During  the  year  the  centre  was  open  on  45  occasions. 

Total  number  of  children  on  register — 152. 

The  total  attendances  of  Infants  was  2,745  and  Mothers 
2,250. 

The  Ante-Natal  Centre  is  held  fortnightly.  49  new 
cases  attended  and  the  total  attendance  was  151. 

The  School  Clinic  for  the  treatment  of  minor  ailments 
in  school-children  is  held  on  Wednesday  morning  and  was 
open  on  42  occasions. 

During  the  year  the  total  attendance  was  332. 

The  Maternity  and  Child  Welfare  Centre  and  The  School 
Clinic  are  staffed  by  myself  and  The  Ante-Natal  Clinic  by 
Dr.  K.  Scott  (Warwickshire  C.C.). 

The  Tuberculosis  Dispensary  in  Henley  Street  is 
open  every  Friday  afternoon  and  is  staffed  by  Dr.  Cyriax 
(Joint  Committee  for  Tuberculosis). 

The  following  is  a  summary  of  the  work  done  at,  and  in 


connection  with  the  Dispensary  : — 

Stratford 

Borough 

New  Cases  seen  at  the  Dispensary  17 

Stratford 

R.D. 

18 

Shipston 

R.D. 

1 

Tuberculosis 

4 

5 

1 

Not  Tuberculosis 

13 

13 

0 

New  Cases  seen  at  Home 

2 

4 

1 

Tuberculosis 

1 

2 

1 

Not  Tuberculosis 

1 

2 

0 

Total  Home  Visits 

12 

*7 

12 

X-Ray  Examinations 

16 

1 

1 

Sputum  Examinations 

Total  Attendance 

21  90 

at  Stratford  Dispensary  275. 
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Orthopaedic  Clinic.  Owing  to  a  lack  of  financial 
support  it  was  found  impossible  to  carry  out  the  weekly 
sessions  of  the  orthopaedic  clinic.  During  the  year  the  clinic 
has  been  held  once  a  fortnight  and  the  surgeon  has  attended 
once  per  month. 


The  following  is  a  summary  of  the  work  done  during  the 
year  : — 


Number  on  Register 
New  Cases 

Discharged  (cured  or  improved) 
Transferred... 

Admitted  to  Hospital  ... 
Number  of  Sessions 
Total  Attendances 


n  7 
26 

44 

10 

14 

24 

585 


TYPES  OF  CASES  TREATED. 

Infantile  Paralysis 
Spastic  Paralysis 
Congenital  Deformities 
Traumatic  Deformities 
Postural  Deformities  ... 

Rickets 
Tubercular  ... 

Miscellaneous 


11 

5 

18 

14 

42 

5 

10 
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PROFESSIONAL  NURSING  IN  THE  HOME. 

General  nursing  in  the  home  is  mainly  undertaken  by 
nurses  from  the  Nursing  Home,  Rother  Street.  In  addition 
there  are  several  nurses  working  independently. 


SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

Water  Supply.  The  town  derives  its  supply  from  two 
bore  wells  (one  in  Warwick  Road  and  the  other  at  Alveston 
Hill),  and  from  the  Reservoir  near  Snitterfield.  The  Town 
depended  largely  upon  the  bore  wells  and  very  little  water 
was  used  from  the  Snitterfield  Reservoir 
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No  sample  of  water  has  been  taken  from  private  wells 
for  analysis  during  the  year. 

Internal  water  supplies  have  been  provided  to  two 
houses,  7  and  8  Narrow  Lane,  which  hitherto  derived  their 
supply  from  a  well,  and  the  Town  water  supply  was  connected 
to  one  shop  premises  to  provide  sanitary  conveniences  as 
required  by  the  Shops  Act. 

Drainage  and  Sewers.  During  the  year  there  has 
been  five  extensions  to  the  public  sewer  amounting  in  all  to 
approximately  650  yards,  in  each  case  to  receive  the  drainage 
from  new  or  expanding  housing  estates.  One  section  of 
approximately  100  yards  of  existing  sewer  was  relaid  (St. 
Gregory’s  Road). 

The  drainage  from  one  house  which  previously  emptied 
into  a  cesspool  has  been  relaid  and  connected  to  the  public 
sewer.  The  drainage  of  16  premises  has  been  extended  or 
relaid,  3  premises  have  been  provided  with  new  systems, 
while  in  11  cases  defects  in  the  drainage  system  have  been 
remedied. 

The  number  of  houses  in  the  Borough  which  drain  into 
cesspools  or  septic  tanks  remains  the  same  as  in  the  previous 
year,  viz.  35.  One  cesspool  has  been  abolished,  but  one  new 
house  has  been  erected  in  an  unsewered  part  of  the  district 
and  this  has  been  provided  with  a  watertight  cesspool. 

Closet  Accommodation.  3772  premises  in  the  Borough 
are  provided  with  water  closets,  53  with  waste  water  closets, 
26  with  pail  or  privy  closets  and  14  with  chemical  closets. 

One  waste  water  closet,  one  privy  closet,  one  pail  closet, 
and  one  chemical  closet  have  been  converted  into  fresh  water 
closets  during  the  year. 

Nine  houses  which  previously  had  common  water  closet 
accommodation  have  been  provided  with  separate  water 
closets  to  each  house  by  the  erection  of  4  new  closets. 

The  closet  accommodation  at  five  factories  has  been 
renewed  or  the  accommodation  increased.  Separate  closet 
accommodation  for  the  sexes  was  provided  at  two  factories. 
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Refuse  Collection  and  Disposal.  Two  horses  and 
carts  are  employed  whole  time,  an  8  cubic  yards  motor  lorry 
for  three  days  per  week  and  one  horse  and  cart  for  two  days 
per  week  on  the  collection  of  house  refuse. 

3,845  calls  are  made  weekly  for  the  collection  of  house 
refuse,  twice  weekly  collections  are  made  from  Hotels  and 
Restaurants  and  a  separate  collection  is  made  for  trade  refuse 
for  which  a  charge  is  made. 

During  the  year  129  loads  and  1,750,  dust  bins  of  trade 
refuse  have  been  collected  and  disposed  of. 

All  refuse  is  dealt  with  by  the  Controlled  Tipping  method 
and  since  this  was  inaugurated  in  December  1936,  approxi¬ 
mately  18,434  cubic  yards  of  refuse  have  been  tipped  and  2 
acres  of  low  lying  land  permanently  raised  above  the  flood 
level  of  the  river. 

During  the  summer  months  the  tip  was  sprayed  with  a 
mixture  of  creosote  and  paraffin  and  no  nuisance  from  flies 
was  experienced. 

SANITARY  INSPECTION  OF  THE  AREA. 
Inspections  Made  During  the  Year  : 


Houses  (Housing  Acts)  ...  ...  ...  9 

Premises  (Public  Health  Acts)  ...  ...  300 

Re-inspections  ...  ...  ...  ...  768 

Dairies  and  Cowpens  ...  ...  ...  106 

Milk  Purveyors  ...  ...  ...  ...  52 

Bake  Houses  ...  ...  ...  ...  31 

Workshops  ...  ...  ...  ...  47 

Workplaces  ...  ...  ...  ...  o 

Shops  (Shops  Acts)  ...  ...  ...  ...  196 

Markets  and  Shops  ...  ...  ...  175 

Slaughter  Houses  ...  ...  ...  ...  821 

Meat  and  Foods  ...  ...  ...  ...  954 

Canal  Boats  ...  ...  ...  ...  0 

New  Buildings  ...  ...  ...  ...  956 

Drains  Tested  and  Inspected  ...  ...  162 

Premises  Disinfected  ...  ...  ...  45 

Complaints  Investigated  ...  ...  ...  47 

Rat  Destruction  ...  ...  ...  ...  28 

Camps  Visited  ...  ...  ...  ...  74 

Miscellaneous  Visits  ...  ...  ...  64 

Total  Inspections  made  ...  ...  ...  4,835 
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Number  of  Notices  Served. 

(a)  Statutory  Notices  ...  ...  ...  3 

(b)  Informal  Notices  ...  ...  ...  203 

Result  of  Notices  Served. 

Number  of  Notices  complied  with  ...  ...  182 

Number  of  Notices  not  complied  with  ...  24 

Defects  Found. 

Obstructed  Drains  ...  ...  ...  ...  36 

Defective  Drains  ...  ...  ...  ...  11 

Defective  Drain  Vent  Shafts  ...  ...  7 

Foul  Pail  Closets  ...  ...  ...  ...  2 

Foul  Defective  Water  Closet  Pedestals  ...  ...  18 

Insufficient  Closet  Accommodation  ...  ...  8 

Defective  Water  Closet  Flushing  Cistern  ...  25 

Defective  Drain  Inlets  ...  ...  ...  5 

Defective  Ash  Accommodation  ...  ...  no 

Defective  Roofs  ...  ...  ...  ...  51 

Defective  Eaves,  Gutters  or  R.W.Ps.  ...  26 

Dampness  ...  ...  ...  ...  ...  10 

Absence  of  Sanitary  Sink  ...  ...  ...  6 

Defective  Plaster  ...  ...  ...  ...  6 

Defective  Paving  ...  ...  ...  ...  4 

Defective  Floors  ...  ...  ...  ...  3 

Defective  Windows  ...  ...  ...  6 

Defective  Brickwork  ...  ...  ...  7 

Rooms  Require  Cleansing  ...  ...  ...  13 

Nuisances  from  Animals  ...  ...  ...  2 

Offensive  Accumulation  ...  ....  ...  4 

Defective  Water  Pipes  ...  ...  ...  4 

Miscellaneous  Defects  ...  ...  ...  10 


Total  Defects  Found  ...  ...  ...  ...  377 
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Improvements  Made. 


Drains  Cleaned 
Drains  Repaired 
Drains  Extended  or  Relaid 
Vent  Pipes  Repaired 
New  Drain  Traps  Fixed 
Water  Closet  Pedestal  Cleaned 
Water  Closet  Provided  with  Flush 
Water  Closet  Cisterns  Repaired 
New  Water  Closet  Flushing  Cisterns 
New  Water  Closet  Pedestals 
Additional  Water  Closets  Provided 
Cesspool  Abolished  ... 

House  Drains  Brought  to  Sewer 
W.  W.Cs.  Converted  into  W.Cs. 

Pail  and  Privy  Closets  Converted  into  W. 
Ash  Bins  Provided  ... 

•  •  •  •  •  • 

Roofs  Repaired 

Eaves,  Guttering  or  R.W.Ps.  Repaired 
Yard  Surfaces  Cleansed 

•  •  •  •  •  • 

Accumulations  Removed 

•  •  •  •  •  • 

Nuisances  from  Animals  Abated 

Paving  Repaired 

New  Sinks  Provided 

Damp  Proof  Courses  Inserted 

Dampness  Otherwise  Remedied 

New  Windows  or  Windows  Repaired 

Plaster  Repaired 

±  •••  ••• 

Floors  Repaired 
Rooms  Cleansed 
Town  Water  Laid  on 
Rooms  Ventilated 
Outhouses  Limewashed 
Workshops  Limewashed 
Bakehouses  Limewashed 
Brickwork  Repaired 
Waste  Pipes  Repaired 
Food  Store  Ventilated 
Miscellaneous  Improvements 


Cs. 


Total  Improvements  Made 
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FACTORIES,  WORKSHOPS  and  WORKPLACES. 


1. _ Inspection  of  Factories,  Workshops  and  Workplaces. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of 

Nuisances. 


Premises 

(1) 

Number  of 

Inspec¬ 

tions 

(2) 

Written 

Notices 

(3) 

Occupiers 

prosecuted 

(4) 

Factories  ... 

(Including  Factory  Laundries) 

16 

1 

Workshops 

(Including  Workshop  Laundries) 

7i 

3 

Workplaces  ...  •  •• 

(Other  than  Outworkers’  premises) 

... 

... 

•  •  • 

Total 

87 

i  4 

... 

2.— Defects  found  in  Factories,  Workshops  and  Workplaces. 


Number  of  defects. 


o 

<u  a 


Particulars 


a 

3 

o 


4> 

•  H 
« 
a 

<u 


x 


oB 

O 

<L> 

T3  P, 

V  CO 

H  fl 
0) 


a.  o  . 

cn  •  rl 

m  3  t> 
_  O  -4-> 
3  n>  3 

•  •H  CO 

4J  .3  " 

w.a  s 

O  r!  4> 


O 

£ 


_ _ (!) _ _ _ 

Nuisances  under  the  Public  Health  Acts  : 

Want  of  cleanliness 

Want  of  ventilation 

Overcrowding 

Want  of  drainage  of  floors 

Other  nuisances 

Sanitary  Accommo-  (  insufficient 

dation  i  unsuitable  or  defective... 

(  not  separate  for  sexes  . . . 


(4) 


Offences  under  the  Factory  and  U'  orkshop  Acts  : 

Illegal  occupation  of  underground  bake¬ 
house  (s.  ioi) 

Other  offences  •  ••  •••  ••* 

(Excluding  offences  relating  to  outwork  and 
offences  under  the  Sections  mentioned  in 
the  Schedule  to  the  Ministry  of  Health 
(Factories  and  Workshops  Transfer  of 
Powers)  Order  1921). 

T otal  ...  •  •  • 


3 


19 


2 


14 


(5) 
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HOUSING. 

Number  of  New  Houses  Erected  During  the  Year. 

(1)  By  the  Local  Authority  ... 

(2)  By  other  Bodies  or  Persons 


1.  Inspection  of  Dwelling  Houses  During  the  Year. 

(1)  (a)  Total  number  of  dwelling  houses  in¬ 

spected  for  housing  defects  under  the 
Public  Health  or  Housing  Acts  . . .  309 

(b)  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  1,077 

(2)  (a)  Number  of  dwelling  houses  (included 

under  sub-head  (1)  above)  which  were 

inspected  and  recorded  under  the 

Housing  Consolidated  Regulations  1925 
and  1932  ...  ...  ...  ...  9 

(b)  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  9 

(3)  Number  of  dwelling  houses  found  to  be  in  a 

state  so  dangerous  or  injurious  to  health  as  to 

be  unfit  for  human  habitation  ...  ...  8 

(4)  Number  of  dwelling  houses  (exclusive  of 

those  referred  to  under  the  preceding  sub¬ 
head)  found  not  to  be  in  all  respects  reason¬ 
ably  fit  for  human  habitation  ...  ...  1 


2.  Remedy  of  Defects  During  the  Year  without 
Service  of  Formal  Notice  : — 

Number  of  defective  dwelling  houses  rendered 
fit  in  consequence  of  Informal  Action  by  the 
Local  Authority  or  their  Officers  ...  296 

3.  Action  under  Statutory  Powers  during  the  Year 
(a)  Proceedings  under  Sections  9,  10  and  16  of 

the  Housing  Act  1936  : 

(1)  Number  of  dwelling  houses  in  respect  of 

which  Notices  were  served  requiring 
repairs  ...  ...  ...  ..k  1 

(2)  Number  of  dwelling  houses  which  were 
rendered  fit  after  service  of  Formal 
Notices  : — 

(a)  By  Owners  ...  ...  ...  1 

(b)  By  Local  Authority  in  default  of 

owners  ...  ...  ...  Nil 


II 


(. b )  Proceedings  under  the  Public  Health  Acts  : 

(1)  Number  of  dwelling  houses  in  respect  of 
which  Notices  were  served  requiring 
defects  to  be  remedied 

(2)  Number  of  Dwelling  houses  in  which 
defects  were  remedied  after  service  of 
Formal  Notice  : — 

(a)  By  Owners 

(b)  By  Local  Authority  in  default  of 
Owners 

(c)  Proceedings  under  Sections  11  and  13  of 
the  Housing  Act,  1936  : 

(1)  Number  of  dwelling  houses  in  respect 
of  which  Demolition  Orders  were  made  . . . 

(2)  Number  of  dwelling  houses  demolished 
in  pursuance  of  Demolition  Orders 

(d)  Proceedings  under  Section  12  of  the  Housing 
Act  1936  : — 

(1)  Number  of  separate  tenements  or  under¬ 
ground  rooms  in  respect  of  which  Closing 
Orders  were  made 

(2)  Number  of  separate  tenements  or  under¬ 
ground  rooms  in  respect  of  which  Closing 
Orders  were  determined,  the  tenement  or 
room  having  been  rendered  fit 


3 


3 

Nil 


Nil 

Nil 


Nil 


Nil 


Housing  Act  1936.  Part  IV.  Overcrowding 

(a)  (1)  Number  of  dwellings  overcrowded  at  the 

end  of  the  year  ...  ••• 

(2)  Number  of  families  dwelling  therein 

(3)  Number  of  persons  dwelling  therein 

Number  of  new  cases  of  overcrowding 
reported  during  the  year 

(1)  Number  of  cases  of  overcrowding 
relieved  during  the  year  ... 

(2)  Number  of  persons  concerned  in  such 

cases 

(d)  In  no  case  has  a  house  again  become  over¬ 
crowded  after  the  Local  Authority  has  taken 
steps  for  the  abatement  of  the  overcrowding. 


(b) 

(c) 


6 

6 

43 

5 

58 

429 
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SHOPS  ACT. 

196  visits  have  been  made  during  the  year  to  shops  in 
the  town  for  the  purpose  of  the  Shops  Acts. 

There  are  now  301  shops  on  the  Shop  Register  and  almost 
all  shops  are  now  provided  with  some  means  of  heating  and 
are  also  provided  with,  or  have  access  to,  washing  facilities 
and  water  closet  accommodation. 

No  action  has  been  necessary  under  Section  10  (1)  (2) 
or  (4)  of  the  Shop  Act  1934. 

Application  was  received  from  a  number  of  shop  keepers 
in  the  town  asking  the  Council  to  make  an  Order  under  the 
Sunday  Trading  (Restriction)  Act  1936,  for  the  sale  of  certain 
goods  during  18  Sundays  of  the  year. 

A  ballot  of  the  shopkeepers  affected  by  the  Order  was 
taken,  the  necessary  two-thirds  majority  in  favour  of  the 
Order  being  made  was  obtained. 

The  Council,  therefore,  made  an  Order  for  the  sale  of 
(a)  toys,  souvenirs  and  fancy  goods  and  ( b )  books,  stationery, 
photograph  reproductions  and  postcards  on  the  last  Sunday 
in  May  and  the  following  17  Sundays  in  every  year. 


ERADICATION  OF  BED  BUGS. 

During  the  year  bug  infestation  was  discovered  in  15 
houses  in  the  town.  This  was  an  exceptionally  large  number 
compared  with  the  previous  year.  The  infestation  occurred 
principally  in  the  Summer  months.  Only  one  of  these 
cases  occurred  on  a  Council  housing  estate  or  in  houses  over 
which  the  Council  has  control. 

All  premises  were  treated  in  the  same  way,  viz.,  thoroughly 
sprayed  with  “  Zaldecide  ”  followed  immediately  with 
sulphur  fumigation.  The  sulphur  fumigation  was  repeated 
after  a  lapse  of  a  fortnight. 

This  treatment  sufficed  because  in  no  case  did  re¬ 
infestation  occur. 

In  cases  where  persons  are  moved  from  infected  houses 
to  Council  Houses  all  belongings  are  sprayed  and  fumigated 
on  the  premises  before  removal  except  in  bad  cases  where 
bedding  is  removed  to  the  Steam  Disinfector  for  further 
treatment. 
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All  work  of  disinfestation  is  carried  out  by  the  Sanitary 
Department. 

Treated  houses  are  visited  from  time  to  time  and  the 
tenants  are  requested  to  report  immediately  if  they  see  further 
bugs. 


FACTORY  INSPECTIONS. 

There  has  been  only  one  addition  to  the  Factory  Register 
during  the  year  while  in  one  case  work  was  transferred  to  a 
new  building. 

There  are  now  67  factories  on  the  Register  and  these  are 


composed  of  the  following  trades  : 

Confectioners  ...  ...  •••  •••  12 

Dressmakers  and  lailors  ...  ...  •••  I3 

Woodworkers  ...  •••  •••  •••  ^ 

Metal  Workers  ...  •••  •••  •••  ^ 

Motor  and  Cycle  Repairers  ...  ...  •••  7 

Boot,  Shoe  and  Leather  Workers  ...  ...  4 

Watch  Repairers  ...  ...  •••  •••  3 

Sculptors 

Basket  Makers  ...  •••  •••  •••  2 

Weavers  ...  •••  •••  •••  •••  3 


Organ  Builders,  Polish  Manufacturers,  Marine  Dealers, 
Photographic  Workers,  and  Printers  (without  powei), 
one  each. 

Cleansing  of  the  premises  had  to  be  requested  on  11 
occasions  and  at  the  end  of  the  year  8  of  these  requests  had 
been  complied  with. 

The  drainage  of  one  factory  has  been  extended  during 
the  year. 

Many  visits  have  been  made  to  the  Food  Canning  Factory 
and  on  each  occasion  the  premises  were  found  satisfactory. 
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INSPECTION  AND  SUPERVISION  OF  FOOD. 

MILK  SUPPLY. 

There  are  now  19  registered  Producers  and  29  registered 
retail  Purveyors  of  milk  in  the  Borough. 

This  is  a  decrease  of  two  both  in  the  number  of  producers 
and  in  the  number  of  retail  purveyors. 

Two  retail  businesses  changed  hands  and  two  others 
closed  down  during  the  year. 

106  visits  were  made  to  the  dairy  farms  and  in  11  cases 
lime  washing  of  the  pens  was  called  for.  Six  of  these  requests 
had  been  complied  with  by  the  end  of  the  year. 

Premises  of  Retail  Purveyors  were  visited  in  52  cases. 
Cleaning  was  asked  for  in  five  instances  and  of  these  4  have 
so  far  complied.  No  other  cause  for  complaint  was  found 
on  these  premises. 

72  milk  samples  have  been  taken  under  the  provision  of 
Section  8  of  the  Milk  and  Dairies  (Consolidation)  Act  1915 
and  submitted  to  Bacteriological  Examination. 

50  (or  83.34  percentage)  of  these  were  reported  as  being 
satisfactory  while  12  (or  16.66  percentage)  were  not  up  to  the 
required  standard  of  cleanliness. 

After  informing  the  retailers  concerned  of  the  unsatis¬ 
factory  samples,  greater  efforts  were  made  by  them  and  in 
every  case  subsequent  samples  proved  to  be  of  a  more  satis¬ 
factory  character. 


SLAUGHTERHOUSES. 

There  are  six  private  slaughterhouses  in  the  town. 
Of  these,  five  are  registered  and  one  is  subject  to  annual 
Licence. 

As  a  result  of  821  visits  to  these  slaughterhouses  2  tons 
11  cwts  56  lbs  of  meat  has  been  condemned  and  destroyed. 

2  tons  9  cwts  38  lbs.  of  this  was  affected  with  tuber¬ 
culosis  and  the  remaining  2  cwts  18  lbs  with  other  diseases. 

The  percentage  of  meat  condemned  affected  with  tuber¬ 
culosis  was  therefore  95.8%  and  with  other  diseases  4.2%. 
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CARCASES  INSPECTED  AND  CONDEMNED. 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed 
(if  known) 

— 

• — 

— 

— 

— • 

Number  inspected 

949 

— 

225 

3562 

53D 

All  diseases 
except  T.B.) 

Whole  carcases 
condemned 

1 

1 

Carcases  of 

which  some  part 
or  organ  was 
condemned 

3 

. 

14 

Percentage  of 
the  number  in¬ 
spected  affected 
with  disease 
other  than  T.B. 

0.316% 

Nil 

Nil 

0.028% 

0.282% 

T.B.  only. 

Whole  carcasses 
condemned 

4 

___ 

_ 

. 

7 

Carcases  of 
which  some  part 
or  organ  was 
condemned. 

3 

120 

Percentage  of 
the  number  in¬ 
spected  affected 
with  T.B. 

0-737% 

Nil 

Nil 

Nil 

2.388% 

MARKETS  AND  SHOPS. 


175  visits  have  been  made  to  the  three  auction  markets 
and  to  the  various  food  shops  in  the  town. 

As  a  result  of  these  visits  the  following  foods  have  been 
condemned  and  destroyed  : — 


Rabbits 

Pheasants 

Fowls 

Tins  of  assorted  foods 


176 

28 

7 

29 
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BAKEHOUSES. 

31  visits  have  been  made  to  the  12  bakehouses  in  the 
Borough  during  the  year. 

Cleaning  of  the  bakehouses  was  called  for  in  five  instances 
and  at  the  end  of  the  year  four  of  these  premises  had  been 
cleaned. 

No  other  defects  or  nuisances  were  encountered  during 
the  year. 


RAT  DESTRUCTION. 

National  Rat  Week  was  held  in  the  Borough  from  the 
7th  to  the  12th  of  November,  1938,  and  once  again  every 
effort  was  made  to  bring  the  subject  of  Rat  Destruction 
before  the  General  Public. 

Circular  letters  were  sent  to  40  persons  whose  premises 
were  liable  to  be  infested  with  rats  and  a  circular  dealing 
with  the  destruction  of  rats  and  mice  was  also  distributed. 

Lantern  slides  on  the  subject  were  shown  on  the  screen 
at  the  Local  Picture  House  during  the  week  preceding  Rat 
Week  and  in  Rat  Week  further  slides  were  shown. 

Posters  calling  attention  to  the  necessity  for  rat  destruction 
were  exhibited  on  all  the  advertisement  boards  in  the  Borough 
for  two  weeks. 

The  local  rat  catcher  was  engaged  to  carry  out  a  hunt 
on  the  Warwick  Road  refuse  tip  and  as  a  result  26  rats  were 
destroyed. 

Numerous  visits  were  made  to  premises  liable  to  in¬ 
festation  and  advice  was  given  as  to  the  best  methods  for  the 
destruction  of  the  rats. 

As  far  as  can  be  ascertained  102  rats  were  destroyed 
during  Rat  Week  although  many  people  reported  that  they 
laid  rat  poison  but  saw  no  dead  rats. 

I  he  total  therefore  of  rats  killed  was  128. 

Once  again  the  main  sewers) of  the  town  were  found  to  be 
comparatively  free  from  rats  for  310  baits  were  laid  and  on 
inspection  one  week  later  only  33  of  the  baits  were  taken. 

Rat  hunts  have  been  carried  out  on  the  Warwick  Road 
refuse  tip  during  the  year  and  have  resulted  in  05  rats  being 
killed. 

Very  few  of  these  were  killed  in  the  body  of  the  tip  but 
were  mostly  captured  in  the  hedge  which  forms  the  boundary 
of  the  held  on  two  sides. 
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Eight  rats  were  reported  killed  on  other  Corporation 
property  during  the  year. 

Private  persons  reported  the  killing  of  126  rats  on  their 
premises  during  the  same  period,  although  many  purchased 
rat  poison  but  saw  no  dead  rats  afterwards. 

The  total  number  of  rats  reported  killed  during  the  year 
was  therefore  357,  viz.  128  during  Rat  Week  and  229  during 
the  remainder  of  the  year. 


CAMPING. 

There  are  five  licensed  Camping  Fields  and  one  licensed 
caravan  in  the  Borough,  this  is  the  same  number  as  in  1937. 

The  Permanent  Camp  in  Loxley  Road  and  the  Corpor¬ 
ation  Camp  on  the  Warwick  Road  are  provided  with  water 
closets  and  main  drainage  and  all  the  camps  are  provided 
with  a  water  supply  from  the  public  mains. 

At  the  close  of  the  camping  season  all  the  licensed  ones 
were  visited  by  a  Sub-Committee  of  the  Sanitary  and  Highways 
Committee.  They  agreed  that  the  sanitary  arrangements 
and  means  of  disposal  of  filth  and  waste  water  at  some  of  the 
camps  was  very  unsatisfactory. 

Conditions  were  later  drawn  up  and  approved  by  the 
Council  to  be  attached  to  all  future  licences  for  Camping 
Fields. 

These  conditions  include  that  (1)  no  land  within  80 
yards  of  the  river  shall  be  licensed  for  camping,  (2)  that 
only  closets  of  the  water  closet  type  will  be  accepted,  one 
water  closet  to  be  provided  for  every  12  persons  using  the 
site,  (3)  proper  urinals  with  drainage  arrangements  to  be 
approved  by  the  Council  shall  be  provided  where  there  are 
two  or  more  caravans  or  tents  on  the  site. 

(4)  An  adequate  supply  of  wholesome  water  from  the 
public  main  or  from  some  source  approved  of  in  writing  by  the 
Council  shall  be  maintained  in  position  required  by  the  bye¬ 
laws  on  tents,  vans,  sheds,  etc.,  made  by  the  Council.  Any 
cost  of  analysis  required  by  the  Council  shall  be  borne  by  the 
applicant  for  the  licence. 
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(5)  The  disposal  of  all  waste  water  and  the  contents  of 
sanitary  conveniences  shall  be  carried  out  under  such  con¬ 
ditions  as  shall  not  be  a  nuisance  or  cause  pollution  of  the 
river  or  any  water  supply  or  ditch  or  water  course.) 

(6)  A  sufficient  number  of  suitable  cover  sanitary  dust 
bins  and  litter  receptacles  of  an  approved  type  shall  be 
provided  and  maintained  in  good  condition  for  the  reception 
of  refuse. 

(7)  Not  more  than  30  caravans  or  tents  shall  be  allowed 
on  each  acre  of  the  site  and  shall  be  a  distance  of  15  feet 
between  each  caravan  or  tent. 


PREVALENCE  AND  CONTROL  OVER  INFECTIOUS 

DISEASE. 

I  have  continued  the  practice  of  admitting  to  hospital 
practically  all  cases  of  notifiable  infectious  disease  (with  the 
exception  of  Pneumonia).  During  the  year  there  were  29 
cases  of  Scarlet  Fever  (as  compared  with  35  during  the 
previous  year),  8  cases  of  Diphtheria,  3  of  Erysipelas,  and  one 
each  of  Poliomyelitis  and  Puerperal  Pyrexia.  There  was  no 
mortality  and  all  the  above  cases  made  satisfactory  recoveries. 

During  the  year  14  cases  of  Pneumonia  were  notified 
with  11  deaths.  This  excessive  mortality  is,  I  feel  apparent 
rather  than  real.  I  am  of  the  opinion  that  there  are  many 
more  cases  of  this  disease  than  are  being  notified  and  that 
notification  is  being  confined  to  such  cases  as  are  moribund. 

1  he  following  table  shows  the  number  of  cases  divided  into 
their  age  groups,  etc. 


NOTIFIABLE  DISEASES,  1938  (AGE  GROUPS). 
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SCHOOL  CLOSURES  FOR  INFECTIOUS  DISEASE. 


School.  Period  Closed  Disease 

None  None  None 


ANTITOXINS. 

A  supply  of  Antitoxins  for  the  treatment  of  Diphtheria 
Scarlet  Fever,  etc.,  is  kept  at  the  joint  Hospital  and  is 
supplied  to  practitioners  on  application. 


EXAMINATION  OF  PATHOLOGICAL 


SPECIMENS,  Etc. 

Throat  Swabs  for  Diphtheria,  etc.  ...  ...  123 

Sputum  for  Tubercle  Bacilli  ...  ...  ...  63 

Throat  Swabs  for  Haemolytic  Streptocucci  ...  8 

Widals  Reaction  for  Enteric  Fever  ...  ...  4 

Blood  for  Brucella  Abortus  ...  ...  ...  3 

Blood  Film  for  Malaria  ...  ...  ...  1 

Chemical  Analysis  of  Water  ...  ...  ...  57 

Bacteriological  Analysis  of  Water  ...  ...  24 

Bacteriological  Analysis  of  Milk  ...  ...  ...  72 

Chemical  Analysis  of  Sewage  ...  ...  ...  16 


The  above  list  includes  specimens  from  the  Borough 
of  Stratford-on-Avon  and  the  Rural  Districts  of  Stratford- 
on-Avon  and  Shipston-on-Stour. 


TUBERCULOSIS. 

The  following  table  shows  the  number  of  new  cases  of 
Tuberculosis  notified  during  the  year  and  also  the  death  rate 
from  all  cases  of  Tuberculosis. 
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Age 

Periods 

New  Cases 

1 

Deaths 

_  1 

Non- 

Pulmonary  Pulmonary 

1  1  1 

Pulmonary 

Non- 

Pulmonary 

I 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0-1 

1 

1 

i-5 

1 

| 

1 

5-10 

! 

10-15 

1 

1 

1 

1 

:  15-20 

2 

1 

20-25 

1 

1 

2 

i 

25-35 

35-45 

45-55 

55-65 

1 

1 

65  and  upwards 

1 

! 

Totals  ... 

2 

1 

1 

5 

1 

The  notification  of  Tuberculosis  has  been  very  satis¬ 
factorily  carried  out  by  the  general  Practitioners.  No  case 
has  died  without  previously  having  been  notified. 

No  occasion  has  arisen  which  necessitated  taking  action 
under  (i)  The  Public  Health  (Prevention  of  Tuberculosis) 
Regulations,  1925,  or  (2)  The  Public  Health  Act,  1925, 
Section  62.  These  regulations  deal  with  (1)  the  employment 
in  the  milk  trade  of  persons  suffering  from  tuberculosis  and 
(2)  the  compulsory  removal  to  hospital  of  persons  suffering 
from  tuberculosis. 


VACCINATION. 

Owing  to  advice  received  from  The  Ministry  of  Health 
that  a  case  of  Small-pox  had  stayed  in  one  of  the  hotels  in 
the  town  for  three  days,  30  re-vaccinations  were  carried  out 
by  the  Public  Vaccinator  and  myself  in  “  contacts  ”.  This 
case  subsequently  proved  to  be  one  of  Chicken-pox. 
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ARRANGEMENTS  FOR  DISINFECTION. 

Disinfection  is  carried  out  in  every  case  of  Infectious 
Disease.  The  premises  are  disinfected  by  means  of  a  formal¬ 
dehyde  vapour.  .  .  ,  ,, 

The  bedding,  etc.,  is  removed  to  Hospital  at  the  same 

time  as  the  patient,  and  is  disinfected  by  high  pressure  steam. 
It  is  also  the  practice  to  disinfect  after  deaths  from  Cancer 

and  Tuberculosis.  .  . 

The  cleansing  of  verminous  persons  is  not  undertaken. 

In  conclusion  I  should  like  to  express  my  gratitude  to 
Mr  Davies,  the  Sanitary  Inspector,  and  also  to  Miss  Shakes¬ 
peare,  the  County  Health  Visitor,  for  their  invaluable  help 
throughout  the  year. 


I  remain, 

Yours  faithfully, 

L.  L.  FYFE, 
Medical  Officer  of  Health. 
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Causes  of  Death  in  the  Borough  of  Stratford-on-Avon. 
_ during  the  year  1938. 


Causes  of  Death 

Males 

Females 

All  Causes 

67 

69 

1.  Typhoid  and  paratyphoid  fevers 

2.  Measles 

3.  Scarlet  fever  ... 

4.  Whooping  cough 

5.  Diphtheria 

6.  Influenza 

7.  Encephalitis  lethargica 

8.  Cerebro-spinal  fever 

9.  Tuberculosis  of  respiratory  system 

10.  Other  tuberculous  diseases 

1 1 .  Syphilis 

12.  General  paralysis  of  the  insane,  tabes 

dorsalis 

13.  Cancer,  malignant  disease 

8 

13 

14.  Diabetes 

2 

3 

15.  Cerebral  haunorrage,  &c. 

4 

5 

16.  Heart  disease 

15 

20 

17.  Aneurysm 

1 

18.  Other  circulatory  diseases 

7 

5 

19.  Bronchitis 

1 

20.  Pneumonia  (all  forms) 

4 

7 

21.  Other  respiratory  diseases 

2 

22.  Peptic  ulcer  ... 

23.  Diarrhoea,  &c.  (under  2  years) .  ... 

24.  Appendicitis  ... 

25.  Cirrhosis  of  liver 

26.  Other  diseases  of  liver,  etc. 

1 

27.  Other  digestive  diseases 

4 

28.  Acute  and  chronic  nephritis 

2 

1 

29.  Puerperal  sepsis 

30.  Other  puerperal  causes 

1 

31.  Congenital  debility,  premature  birth, 
malformations,  etc.  ... 

1 

1 

32.  Senility 

3 

7 

33.  Suicide 

2 

34.  Other  violence 

2 

2 

35.  Other  defined  diseases 

9 

2 

36.  Causes  ill-defined  or  unknown  ... 

1 

;  Special  Causes  (included  in  No.  35  above) 
Small-pox 

Poliomyelitis  ... 

Polioencephalitis 

Deaths  of  Infants  under  1  year  Total... 

3 

2 

Legitimate 

2 

2 

Illegitimate 

1 

Live  Births  Total... 

97 

73 

Legitimate 

93 

72 

Illegitimate  ... 

4 

1 

Stillbirths  Total... 

3 

2 

Legitimate 

3 

2 

Illegitimate 

Population  ...  ...  . 

12,260 

RURAL  DISTRICT  COUNCIL  OF 
STRATFORD-ON-AVON. 


ANNUAL  REPORT 

OF 


The  Medical  Officer  of  Health 

(1938) 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  herewith  the  Annual  Report 
of  the  work  done  by  the  Public  Health  Department  for  the 
year  1938. 


STATISTICS  AND  SOCIAL  CONDITIONS  OF 

THE  AREA. 


The  area  is  almost  entirely  agricultural  and  residential  in 
character,  no  industries  of  any  size  being  carried  on. 


Area  in  Acres 
Rateable  Value 

Sum  represented  by  Penny  Rate 
No.  of  Inhabited  Houses 
Estimated  Population 


81,996 

£76,626 

£308 

4.759 

14.750 


VITAL 


STATISTICS. 


Live  Births — 


Male. 

Female. 

Total. 

Legitimate  ...  114 

106 

220 

Illegitimate  ...  5 

7 

12 

Birth  Rate  per  1,000  estimated  population 

15-73 

Stillbirths — 

Male. 

Female. 

Total. 

Legitimate  ...  4 

2 

6 

Illegitimate  ...  1 

— 

1 

Rate  per  1,000  (live  and  stillbirths) 

•  •  • 

29.29 

Deaths —  Male. 

Female. 

Total. 

IOI 

88 

189 

Death  Rate  per  1,000  estimated  population 

12.81 

Corrected  ,,  ,, 

)  y 

10.24 

Deaths  from  Puerperal  Causes — 

Puerperal  Sepsis 

•  •  • 

1 

Other  Puerperal  Causes 

•  •  • 

Nil. 

Death  Rate  of  Infants  under  one  year- 
All  Infants  per  1,000  live  births 

68.97 

Deaths  from  Measles  (all  ages)  ... 

.  .  . 

0 

Whooping  Cough  (all  ages) 
Diarrhoea  (under  two  years) 


i 
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GENERAL  PROVISION  OF  HEALTH  SERVICES  IN 

THE  AREA. 


The  general  provision  of  health  services  in  the  area  with 
regard  to  the  provision  of  Hospital  Accommodation,  Clinics 
and  Treatment  Centres,  Ambulance  facilities,  etc.,  are  the 
same  as  those  provided  for  the  Borough,  details  of  which  are 
to  be  found  in  the  report  of  the  Borough. 

An  additional  ambulance  has  been  provided  and  is 
stationed  at  Henley-in- Arden. 

There  are  in  addition  Infant  Welfare  Centres  at  Kineton 
and  Henley-in-Arden. 

PROFESSIONAL  NURSING  IN  THE  HOME. 

(a)  General  nursing  in  the  home  is  carried  out  by  the 
District  Nursing  Association. 

(b)  In  the  case  of  Infectious  Disease,  practically  all  cases 
are  admitted  to  Hospital. 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

WATER  SUPPLY. 

In  the  undermentioned  parishes,  piped  water  supplies 
are  available  : — 

Admington,  Bearley,  Beaudesert,  Claverdon,  Clifford 
Chambers,  Combroke,  Dorsington,  Marston  Sicca,  Loxley, 
Upper  and  Lower  Quinton,  Kineton  and  Wootton  Wawen 
(Henley-in- Arden,  Ullenhall  and  Wootton  Wards),  and 
Tanworth  (part  of).  Water  is  obtained  from  Public  Wells 
in  the  Parishes  of  Binton,  Hampton  Lucy,  Moreton  Morrell 
and  Weston-on- Avon. 

At  Temple  Grafton  and  Billesley,  private  piped  supplies 
are  available  and  in  the  latter  Parish,  the  mains  and  the 
reservoir  are  owned  by  the  Lord  of  the  Manor. 

All  the  remaining  Parishes  in  the  Rural  District  obtain 
their  supplies  from  wells,  the  majority  of  which  are  of  the 
“  shallow  ”  type.  These  are  in  most  cases  lined  in  brickwork 
or  cement  concrete.  They  are  properly  protected  with 
watertight  covers  raised  above  the  surrounding  ground  level 
by  a  curb  of  blue  bricks. 

The  whole  of  the  catchment  areas  from  which  water  is 
collected  for  the  public  supplies  are  effectually  protected 
from  contamination  by  the  use  of  artificial  manure  for  the 
fertilization  of  the  land.  This  is  provided  to  the  tenants 
instead  of  allowing  them  to  utilize  organic  manure  for  this 
purpose. 

Once  in  every  year  the  whole  of  the  waters  from  the 
various  gathering  grounds  are  analysed,  and  the  quality 
has  been  found  to  be  satisfactory. 

In  the  Parishes  of  Bearley,  Beaudesert,  Claverdon, 
Dorsington,  Clifford  Chambers,  Marston  Sicca,  Quinton  and 
Wootton  Wawen,  supplies  of  water  in  bulk  are  obtained  from 
the  neighbouring  local  authorities. 

The  Parish  of  Clifford  Chambers  is  supplied  from  the 
mains  of  the  Stratford-on-Avon  Borough  Council,  whilst 
the  three  Parishes  of  Dorsington,  Marston  Sicca  and  Quinton 
are  supplied  from  the  Evesham  Rural  District  Council. 
The  remaining  parishes  are  included  in  the  recently  completed 
Northern  Water  Scheme,  and  this  supply  is  obtained  from 
the  mains  of  the  City  of  Birmingham. 

This  latter  scheme  was  completed  in  July  and  is  the  most 
comprehensive  scheme  yet  attempted  by  the  Council,  em¬ 
bracing  five  parishes,  whose  inhabitants  are  furnished  with 
a  soft,  potable  water.  This  scheme  must,  of  course,  materially 
assist  in  the  development  of  this  area,  as  many  hundreds  of 
acres  of  land  front  on  to  this  main. 
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No  restrictions  of  supply  were  necessary  during  the  year, 
and  an  exceptionally  good  supply  was  yielded  by  all  the 
springs. 

The  rainfall  for  the  year  was  20.65",  whilst  for  the  three 
preceding  years  it  was  : — 1937 — 28.70",  1936 — 28.69",  1935 — 
28.46". 

Forty-seven  samples  of  water  were  procured  from  wells 
for  analysis  during  the  year,  in  addition  to  samples  taken 
from  the  public  supplies.  Ten  of  these  samples  were  found 
to  be  unfit  for  domestic  use.  In  these  cases  the  necessary 
steps  were  taken  to  have  remedial  works  executed. 

Owing  to  the  grave  shortage  of  water  experienced  during 
the  drought  of  1933,  34,  35,  the  Council  was  forced  to  consider 
new  schemes  or  extensions  of  mains  to  augment  supplies  to 
the  parishes  which  suffered  from  the  shortage,  and  as  a 
result  practically  the  whole  of  the  schemes  proposed  are 
completed,  or  are  under  construction. 

The  present  position  is  as  follows  : — 

(1)  Clifford  Chambers.  All  extensions  completed. 

(2)  Northern  Parishes  Scheme.  This  scheme  em¬ 
braced  Tanworth  (part),  Henley-in- Arden,  Wootton 
Wawen,  Beaudesert,  Bearley  and  Claverdon.  This 
scheme  has  been  completed. 

(3)  Old  Stratford  and  Drayton.  An  extension  from 
the  Borough  Council  mains  to  the  Hamlet  of  Bishop- 
ton  has  received  the  sanction  of  the  Minister  of 
Health,  and  this  scheme  will  be  commenced  in  the 
new  year. 

(4)  Quinton.  An  extension  of  the  main  from  Lower 
Quinton  to  embrace  the  Hamlet  of  Clopton  has 
been  approved  by  the  Ministry  of  Health,  and  a 
tender  has  been  accepted  by  the  Council.  Work 
on  this  extension  will  be  started  as  soon  as  arrange¬ 
ments  have  been  made  with  the  Evesham  Rural 
Authorities. 

(5)  Kineton.  A  scheme  for  the  augmentation  of  the 
water  supply  has  been  prepared  and  submitted  to 
the  Ministry,  but  owing  to  various  delays  and  many 
conferences  with  the  engineers,  this  scheme  has  not 
been  commenced.  In  consequence  of  this  delay 
it  was  found  necessary  to  operate  a  temporary 
plant  during  the  summer  months.  Water  from 
the  temporary  well  at  Brookhampton  Farm  was 
pumped  into  the  Kineton  mains.  Tenders  for  the 
carrying  out  of  this  scheme  will  be  obtained  early  in 
the  coming  year. 
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DRAINAGE  AND  SEWERAGE. 

Sewers  and  sewage  purification  works  are  in  operation  in 
the  following  parishes  : — 

Kineton,  Loxley,  Moreton  Morrell,  Snitterfield,  Tanworth 
Village,  Temple  Grafton,  Wellesbourne  Hastings,  Wellesbourne 
Mountford,  Wootton  Wawen  (including  Henley-in-Arden, 
Beaudesert  and  Ullenhall). 

These  works  discharge  their  final  effluents  into  the  various 
tributaries  of  the  River  Avon,  which  is  situate  in  the  catch¬ 
ment  area  of  the  River  Severn. 

A  small  portion  of  the  Parish  of  Tanworth,  viz.  :  the 
Blind  Lane,  Aspley  Heath  area,  drains  into  the  River  Blythe, 
which  is  within  the  catchment  area  of  the  River  Trent. 

Samples  of  the  final  effluents  from  the  various  works  are 
procured  by  the  County  Medical  Officer  of  Health  at  various 
seasons  of  the  year,  and  the  analyses  have  proved  to  be 
satisfactory. 

Two  extensions  of  sewers  have  taken  place  during  the 
year.  One  serves  the  Alcester  Road  area  of  the  Parish  of 
Old  Stratford  and  Drayton.  The  sewage  is  received  by  the 
Town  Council  of  Stratford-upon-Avon  into  their  works. 
This  allows  eighteen  houses  to  discharge  their  sewage  into 
sewers  instead  of  to  dumbwells  as  hitherto  and  will  improve 
the  sanitation  of  this  area. 

The  second  extension  enables  twelve  new  houses  at 
Wellesbourne  Hastings  to  be  adequately  drained. 

A  scheme  for  the  drainage  of  the  Aspley  Heath  area  of 
Tanworth,  an  area  where  rapid  development  is  proceeding, 
is  receiving  the  consideration  of  the  Council,  and  provided 
financial  assistance  is  forthcoming,  this  work  will  be  under¬ 
taken  at  an  early  date. 

The  whole  of  the  Parish  of  Tanworth  (excepting  the 
village)  is  drained  to  dumbwells,  which  are  emptied  and 
cleansed  by  means  of  the  Council’s  motor  cesspool  emptier. 
The  cost  of  this  work  is  charged  to  the  special  rates  of  the 
parish. 

Much  building  is  being  undertaken  in  this  parish,  con¬ 
sequently  a  scheme  of  sewerage  for  the  more  populous  portions 
is  becoming  more  urgent. 

One  hundred  and  thirty-four  private  drains  have  been 
tested,  inspected  and  approved  during  the  year. 

Closet  Accommodation.  In  the  parishes  of  Kineton, 
Tanworth,  Wellesbourne  Hastings,  Wellesbourne  Mountford 
and  Wootton  Wawen,  pail  closets  are  in  the  majority.  These 
are  emptied  twice  weekly  by  the  Council’s  lorries,  the  contents 
being  deposited  on  agricultural  land. 
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The  conversion  of  pail  closets  to  the  water  carriage 
system  is  being  carried  out  very  slowly.  Ten  such  conversions 
have  been  carried  out  during  the  year. 

It  is  proposed  to  construct  a  tank  for  the  reception  of 
night  soil  and  contents  of  cesspools  in  the  Parish  of  Tanworth. 
This  sewage  will  be  pumped  into  the  sewage  works  through  a 
long  length  of  steel  pumping  main.  This  action  has  to  be 
taken  on  account  of  the  nuisance  complained  of  by  tipping 
on  to  agricultural  land. 

REFUSE  DISPOSAL. 

Ihe  work  of  scavenging  and  public  cleansing  is  under¬ 
taken  by  the  Council,  and  is  no  longer  being  carried  out  by 
contract,  consequently  a  more  efficient  service  is  being  given 
to  householders. 

The  following  parishes  receive  the  benefit  of  this  service  : — 

(1)  Weekly  Collections. — Grafton,  Luddington,  Old 
Stratford  and  Drayton,  Tanworth,  Wellesbourne 
Hastings  and  Walton,  Wellesbourne  Mountford, 
Wootton  Wawen  (including  Henley-in-Arden, 
Beaudesert,  Ullenhall  and  Wootton). 

(2)  Bi-Monthly  Collections.  —  Welford-on-Avon, 
Weston-on-Avon. 

(3)  Quarterly  Collections. — Admington,  Aldermin- 
ster,  Ashorne,  Bearley,  Binton,  Charlecote,  Claverdon, 
Clifford  Chambers,  Hampton  Lucy,  Eatington, 
Kineton,  Loxley,  Marston  Sicca,  Newbold  Pacey, 
Preston  Bagot,  Preston-on-Stour,  Quinton,  Whit¬ 
church  and  Wolverton. 

There  are  three  motor  vehicles  wholly  employed  on  this 
work,  and  all  refuse  is  disposed  of  on  six  tips  situate  at  various 
parts  of  the  district.  It  will  be  necessary  to  give  a  monthly 
collection  to  Kineton  in  the  near  future  and  to  institute  a 
system  of  collection  in  Snitterfield.  These  additional  works 
will  necessitate  the  provision  of  one  extra  vehicle. 

The  Council  are  still  continuing  the  policy  of  calling  for 
moveable  receptacles  in  place  of  the  old  fixed  ashpit. 

All  fixed  ashpits  are  cleansed  every  month,  whilst  bins 
and  other  moveable  receptacles  are  emptied  once  in  every 
week. 

A  new  Motor  Garage  for  the  housing  of  the  Council’s 
motor  vehicles  has  been  built  during  the  year,  in  which 
provision  has  been  made  for  any  additions  to  the  present 
fleet  of  vehicles. 

All  house  refuse  is  disposed  of  on  tips,  six  in  number. 
The  system  of  controlled  tipping  is  in  operation. 
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HOUSING. 

During  the  year  the  undermentioned  houses  have  been 
erected  to  relieve  overcrowding  and  to  replace  unfit  dwellings  : 

Unfit.  Overcrowding. 

Admington  ...  ...  2  — 

Marston  Sicca  ...  1  3 

Binton  ...  ...  3  2 

Eatington  ...  ...  —  2 

6  7 

Total  ...  13. 

Building  is  being  proceeded  with  in  the  following  parishes  : 

Unfit.  Overcrowding. 

Beaudesert  and 


Wootton  Wawen 

— 

9 

Claverdon 

. . .  — 

2 

Grafton 

2 

1 

Hampton  Lucy 

— 

2 

Snitterfield 

0 

•  •  •  aw 

2 

Wellesbourne 

7 

5 

11 

21 

— 

— 

Amended  tenders 

have  been  invited 

in  respect  of  the 

following  houses,  and 

these  have  been 

submitted  to  the 

Housing  Department  of  the  Ministry,  and  when  their  approval 

has  been  obtained,  the  final  instalment  of  this  scheme  will 

be  put  in  hand  : — 

Unfit. 

Overcrowding. 

Bearley 

. . .  — 

3 

Combroke 

. . .  — 

2 

Kineton 

. . .  — 

0 

0 

Ashorne 

. . .  — 

2 

Tan  worth 

7 

6 

Welford-on-Avon 

— 

6 

7  22 

The  number  of  houses  designated  for  demolition  under 
the  five  years’  programme  was  58,  and  up  to  date  25  houses 
have  been  demolished,  12  closed  on  undertaking  by  the  owners, 
18  made  fit,  leaving  3  to  be  dealt  with.  Since  the  preparation 
of  the  slum  clearance  programme,  ten  additional  unfit  houses 
have  been  added,  raising  the  total  to  68  houses. 
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INSPECTION  AND  SUPERVISION  OF  FOOD. 

The  number  of  slaughterhouses  now  in  use  is  twenty- 
seven,  an  increase  of  two  over  last  year’s  total. 

the  provisions  of  the  Public  Health  (Meat)  Regulations 
1924,  relating  to  the  giving  notice  of  slaughter  are  regularly 
complied  with  by  the  butchers,  and  inspections  are  made  of 
the  slaughterhouses  during  the  usual  slaughtering  hours. 

As  in  former  years,  the  amount  of  meat  condemned  has 
been  very  small,  viz.  : — 2,734  lbs.,  which  proves  that  the 
quality  of  the  meat  produced  in  the  district  is  of  a  very  high 
grade. 


CARCASES  INSPECTED  AND  CONDEMNED. 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed 

Number  inspected 

228 

39 

24 

680 

40 

All  diseases 
(except  T.B.) 

Whole  carcases 
condemned 

6 

Carcases  of 
which  some  part 
or  organ  was 
condemned 

16 

2 

45 

16 

Percentage  of 
number  inspect¬ 
ed  affected  with 
disease  other 

than  T.B. 

7-OI7% 

5-i28% 

7-5oo% 

3.811% 

T.B.  only. 

Whole  carcases 
condemned 

1 

_ 

_ 

2 

Carcases  of 
which  some  part 
or  organ  was 
condemned 

8 

4 

12 

Percentage  of 
number  affected 
with  T.B. 

3-934% 

10.256% 

— 

— 

3-34i% 
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MILK  AND  DAIRIES  ORDER. 

There  are  two  retailers  of  Certified  Milk,  seven  Grade 
“  A  ”  (T.T.)  producers,  and  one-hundred  and  thirty-five 
Grade  “  A  "  producers  under  the  Accredited  Scheme  of  the 
Milk  Marketing  Board.  In  the  cases  of  the  two  certified 
establishments,  the  bottling  of  the  milk  is  carried  out  on  the 
premises,  and  it  is  retailed  in  the  Boroughs  of  Leamington 
Spa,  Warwick  and  Stratford-upon-Avon,  as  well  as  the  Urban 
District  of  Kenilworth  and  the  Rural  District  of  Warwick. 

DISINFESTATION. 

Five  dwelling  houses  have  been  freed  from  infestation, 
of  which  none  were  found  to  have  bed  bugs.  None  of  the 
Council’s  properties  were  infested. 

The  work  of  freeing  infested  houses  is  carried  out  by  the 
Local  Authority,  and  the  preparation  used  is  known  as 
"  Zaldecide.” 

No  furniture  other  than  beds,  has  been  treated. 

BYE-LAWS. 

The  Council  have  adopted  a  series  of  Bve-laws  dealing 
with  the  water  supply,  cleanliness,  etc.,  in  relation  to  tents, 
vans,  sheds,  and  similar  structures. 
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FACTORIES,  WORKSHOPS  and  WORKPLACES. 

1  • — Inspection  of  Factories,  Workshops  and  Workplaces. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of 

Nuisances. 


Premises 

(1) 

Number  of 

Inspec¬ 

tions 

(2) 

Written 

Notices 

(3) 

Occupiers 

prosecuted 

(4) 

Factories  ... 

(Including  Factory  Laundries) 

10 

2 

Workshops 

(Including  Workshop  Laundries) 
Workplaces 

(Other  than  Outworkers’  premises) 

24 

6 

Total 

34 

8 

2. — Defects  found  in  Factories,  Workshops  and  Workplaces. 


Particulars 


Number  of  defects 
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(i) 


Nuisances  under  the  Public  Health  Acts  : — 

Want  of  cleanliness  ... 

Want  of  ventilation 

Overcrowding 

Want  of  drainage  of  floors 

Other  nuisances 

Sanitary  Accommo-  j  insufficient 

dation  ^  unsuitable  or  defective 

not  separate  for  sexes 

Offences  under  the  Factory  and  Workshop  Acts  : — 
Illegal  occupation  of  underground  bake¬ 
house  (s.  ioi) 

Other  offences 

(Excluding  offences  relating  to  outwork  and 
offences  under  the  Sections  mentioned  in 
the  Schedule  to  the  Ministry  of  Health 
(Factories  and  Workshops  Transfer  of 
Powers)  Order  1921). 


(2) 


(3)  (4) 


2 


2 


(5) 


Total  ... 
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HOUSING  STATISTICS. 

New  Houses. 

(a)  Total  ...  ...  •••  ...  ...  50 

( b )  With  State  Assistance  under  1919,  1923,  1924 

and  1936  : — 

(1)  By  the  Local  Authority  ...  ...  13 

(2)  By  other  Bodies  or  Persons  ...  ...  — 

1.  Inspection  of  Dwelling  Houses  During  the  Year  : — 

(1)  (a)  Total  number  of  dwelling  houses  inspected 

for  housing  defects  (under  Public  Health 
or  Housing  Acts)  ...  ...  ...  589 

( b )  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  691 

(2)  (a)  Number  of  dwelling  houses  (included 

under  sub-head  (1)  above)  which  were 

inspected  and  recorded  under  the 

Housing  Consolidated  Regulations,  1925  Nil 
(1 b )  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  Nil 

(3)  Number  of  dwelling  houses  found  to  be  in  a 

state  so  dangerous  or -injurious  to  health 

as  to  be  unfit  for  human  habitation  ...  16 

(4)  Number  of  dwelling  houses  (exclusive  of 

those  referred  to  under  the  preceding 
sub-head)  found  not  to  be  in  all  respects 
reasonably  fit  for  human  habitation  ...  264 

2.  Remedy  of  Defects  During  the  Year  Without 

Service  of  Formal  Notices  : — 

Number  of  defective  dwelling  houses  rendered 
fit  in  consequence  of  informal  action  by 
the  Local  Authority  or  their  officers  ...  98 

3.  Action  Under  Statutory  Powers  During  the  Year  : — 

(a)  Proceedings  under  Sections  9,  10  and  16  of 
the  Housing  Act,  1936  : 

(1)  Number  of  dwelling  houses  in  respect  of 

which  notices  were  served  requiring 
repairs  ...  ...  ...  ...  63 

(2)  Number  of  dwelling  houses  which  were 
rendered  fit  after  service  of  formal 
notices  : — 

(a)  By  Owners  ...  ...  ...  51 

(b)  By  Local  Authority  in  default  of 

Owners  ...  ...  ...  Nil 


35 


(b)  Proceedings  under  Public  Health  Acts  : 

(1)  Number  of  dwelling  houses  in  respect  of 

which  notices  were  served  requiring 
defects  to  be  remedied  ...  ...  34 

(2)  Number  of  dwelling  houses  in  which 
defects  were  remedied  after  service  of 
formal  notices  : 

(«)By  Owners  ...  ...  ...  26 

(b)  By  Local  Authority  in  default  of 

Owners  ...  ...  ...  Nil 

(c)  Proceedings  under  Sections  11  and  13  of  the 

Housing  Act,  1936  : 

(1)  Number  of  dwelling  houses  in  respect  of 

which  Demolition  Orders  were  made  ...  16 

(2)  Number  of  dwelling  houses  demolished 

in  pursuance  of  Demolition  Orders  ...  4 

(d)  Proceedings  under  Section  12  of  the  Housing 

Act,  1936  : 

(1)  Number  of  separate  tenements  or  under¬ 

ground  rooms  in  respect  of  which  Closing 
Orders  were  made  ...  ...  ...  Nil 

(2)  Number  of  separate  tenements  or  under¬ 
ground  rooms  in  respect  of  which  Closing 
Orders  were  determined,  the  tenement 

or  room  having  been  rendered  fit  ...  Nil 

4.  Housing  Act,  1936.  Part  IV.  Overcrowding  : — 

(a)  (i)  Number  of  dwellings  overcrowded  at  the 

end  of  the  year 

(ii)  Number  of  families  dwelling  therein 

(iii)  Number  of  persons  dwelling  therein 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  the  year  ...  ...  ...  Nil 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  ...  ...  ...  14 

(ii)  Number  of  persons  concerned  in  such 
cases 

(d)  Particulars  of  any  cases  in  which  dwelling 

houses  have  again  become  overcrowded 
after  the  Local  Authority  have  taken 
steps  for  the  abatement  of  overcrowding  Nil 

(e)  Number  of  houses  in  respect  of  which  Certi¬ 

ficates  of  Permitted  Numbers  have  been 
issued 
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Visit  to  Premises. 


House  Inspections  (H.T.P.  and  Acts) 

637 

,,  ,,  (Public  Health  Acts) 

319 

Factories 

6 

Outworkers  Premises 

Nil 

Bakehouses 

17 

Offensive  Trades 

Nil 

Slaughterhouses 

347 

Dairies,  Cowsheds  and  Milkshops 

386 

Markets  and  Shops 

118 

Complaints  Investigated 

332 

Re-visits  to  Premises  under  Notice 

231 

Investigation  of  Infectious  Disease 

29 

Drains  Tested  ... 

134 

Premises  Disinfected 

Disinfestation  of  Premises  : 

10 

Bed  Bugs  ... 

3 

Other  Vermin 

Nil 

Water  Samples  procured  for  Analysis 

47 

Number  of  Notices  Served. 

Informal  Notices 

... 

253 

Statutory  Notices 

•  •  •  •  •  • 

131 

Result  of  Notices  Served. 

Informal  Notices  complied  with  ... 

211 

,,  ,,  not  complied  with 

...  .  .  . 

42 

Statutory  Notices  complied  with  ... 

.  .  •  .  ,  , 

83 

,,  ,,  not  complied  with 

... 

18 

Defects  Found. 

Obstructed  Drains 

21 

Defective  Drains 

55 

Insufficient  Drainage 

...  .  .  , 

42 

Foul  Drain  Inlets 

.  .  . 

3 

Drain  Inlets  inside  Premises 

11 

Defective  Soil  Pipes 

2 

Insufficient  Closet  Accommodation 

45 

Number  of  Foul  Privies 

... 

37 

Number  of  Pail  Closets 

Number  of  Waste  Water  Closets 

Nil 

Defective  W.C.  Traps 

Nil 

Defective  W.C.  Pans,  Defective  Water  Closets  (floors, 

roofs,  walls,  seats,  and  fittings) 

•  •  •  .  . 

68 

W.C.  without  Flushing  Apparatus 

•  •  «  f 

32 
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Foul  Water  Closets  ...  ...  ...  ...  Nil 

Foul  Urinals  ...  ...  ...  ...  ...  i 

Absence  of  Washing  Accommodation  ...  ...  14 

Defective  Sinks  ...  ...  ...  ...  ...  32 

Absence  of  Sinks  ...  ...  ...  ...  41 

Damp  Walls,  Dirty  Walls  and  Ceilings  ...  ...  71 

Defective  Floors  ...  ...  ...  ...  78 

Defective  Walls  and  Ceiling  Plaster  ...  ...  93 

Defective  Roofs  ...  ...  ...  ...  41 

Defective  Rainwater  Pipes  and  Gutters  ...  ...  55 

Defective  Yard  Paving  ...  ...  ...  ...  4 

Foul  Soft  Water  Cisterns  ...  ...  ...  Nil 

Offensive  Accumulations  ...  ...  ...  22 

Nuisance  from  Animals  ...  ...  ...  ...  9 

Water  Supply  (Unfit  for  Use),  Number  of  Wells  ...  10 

Houses  without  Water  Supply  ...  ...  ...  1 

Insufficient  Ash  Accommodation  ...  ...  ...  125 

Defective  Cooking  Facilities  ...  ...  ...  32 

Insufficient  Ventilation  ...  ...  ...  ...  121 

Insufficient  Light  ...  ...  ...  ...  94 

Miscellaneous  ...  ...  ...  ...  ...  134 

Remedial  Work. 

Drains  Cleared  ...  ...  ...  ...  21 

Drains  Repaired  ...  ...  ...  ...  40 

New  Drains  Trops  Fixed  ...  ...  ...  29 

Drains  Re-laid  ...  ...  ...  ...  ...  15 

Houses  Drained  to  Sewer  ...  ...  ...  41 

W.C.s  Cleared  ...  ...  ...  ...  ...  31 

W.C.s  Repaired  ...  ...  ...  ...  17 

New  W.C.  Pans  Fixed  ...  ...  ...  ...  13 

W.C.s  Provided  with  Flushing  Apparatus  ...  ...  32 

W.C.  Flushing  Apparatus  Repaired  ...  ...  18 

Privies  Repaired  ...  ...  ...  ...  Nil 

New  W.C.s  Erected 

Privies  Demolished  ...  ...  ...  ...  12 

Privies  Dispensed  with  ...  ...  ...  7 

Privies  Converted  to  W.C.s  ...  ...  ...  5 

New  W.C.  Troughs  Fixed  ...  ...  ...  1 

Ash  Bins  Provided  ...  ...  ...  ...  m 

Sinks  Repaired  ...  ...  ...  ...  ...  Nil 

New  Urinals  Fixed  ...  ...  ...  ...  Nil 

New  Sinks  Fixed  ...  ...  ...  ...  45 

Sink  and  Bath  Wastes  Repaired  ...  ...  ...  6 

Washhouses  Repaired  ...  ...  ...  ...  38 
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PREVALENCE  AND  CONTROL  OVER  INFECTIOUS 

DISEASE 

The  general  arrangement  for  the  control  of  infectious 
disease  including  (a)  the  •  removal  to  hospital  of  persons 
suffering  from  infectious  disease,  ( b )  the  disinfection  of 
infected  premises  and  clothing,  (c)  the  supply  of  anti-toxins, 
(d)  the  examination  of  pathological  specimens,  are  the  same 
as  those  for  the  Borough  of  Stratford-on-Avon. 

The  following  table  shows  the  number  of  cases  of  in¬ 
fectious  disease  notified  and  divided  into  their  age  groups, 
etc.  : — 


NOTIFIABLE  DISEASES,  1938.  (AGE  GROUPS). 
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Total 

Deaths 

nil 

M 

nil 

nil 

— 

1 

1 

Cases 

admitted 

to 

Hospital 

N 

M 

M 

M 

Total 

cases 

Ov 

n 

M 

01 

M 

CO 

Over 

65 

CO 

vO 

1 

>0 

v- 

CO 

10 

1 

10 

CO 

M 

— 

>0 

CO 

1 

0 

M 

15-20 

N 

«o 

M 

1 

0 

M 

CO 

0 

M 

1 

IO 

CO 

M 

hH  . 

iO 

1 

CO 

M 

1 

CO 

<N 

CO 

1 

c* 

N 

1 

M 

M 

Under 

1 

year 

1 

M 

CO 

1 

1 

Scarlet  Fever 

Diphtheria 

Pneumonia 

Erysipelas 

Puerperal 

Pyrexia 

Polionyelitis 

Ophthalmia 

Neonatorum 
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SCHOOL  CLOSURES  FOR  INFECTIOUS  DISEASE. 


SCHOOL 

Moreton  Morrell 
Wootton  Wawen  R.C. 
Preston  Bagot  C.E. 
Loxley  C.E. 


DISEASE 

Influenza 
Whooping  Cough 
Whooping  Cough 
Chicken  Pox 

TUBERCULOSIS. 


PERIOD  CLOSED 

May  i6th-23rd 
March  8th-2ist 
May  i2th-3oth 
April  5th-i4th 


The  following  table  shows  the  number  of  new  cases  of 
Tuberculosis  notified  during  the  year  and  also  the  death  rate 
from  all  cases  of  Tuberculosis. 


Age 

Periods 

New  Cases 

Deaths 

Pulmonary 

Non- 

Pulmonary  Pulmonary 

: 

Non-  ; 
Pulm  onary 

M. 

F. 

M. 

F- 

M. 

F. 

M. 

F. 

0-1 

1 

1 

i-5 

0 

M 

1 

>0 

10-15 

2 

1 

15-20 

1 

20-25 

1 

1 

25-35 

2 

1 

35-45 

45-55 

1 

1 

1 

55-65 

65  and  upwards 

I 

1 

1 

Totals  ... 

3 

1 

3 

4 

2 

2 

No  occasion  arose  necessitating  action  being  taken  under 
The  Public  Health  (Prevention  of  Tuberculosis)  Regulations, 
1925,  or  (2)  The  Public  Health  Act,  1925,  Section  62. 
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These  Acts  deal  with  (i)  the  prevention  of  persons 
suffering  from  tuberculosis  engaging  in  the  milk  trade. 
(2)  The  compulsory  removal  to  hospital  of  persons  suffering 
from  tuberculosis. 


VACCINATION. 

No  primary  or  re- vaccinations  have  been  performed  by 
me  under  Small-pox  Prevention  Regulations,  1917. 

In  conclusion  may  I  express  my  thanks  to  Mr.  H.  J. 
Weeks,  the  Sanitary  Surveyor  for  his  invaluable  assistance 
throughout  the  year. 


I  remain, 

Yours  faithfully, 

L.  L.  FYFE, 

Medical  Officer  of  Health. 
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Causes  of  Death  in  the  Rural  District  of  Stratford-upon-Avon 

during  the  year  1938. _ 


Causes  of  Death 

Males 

Females 

All  Causes 

101 

88 

i.  Typhoid  and  paratyphoid  fevers 

2.  Measles 

3.  Scarlet  fever  ... 

4.  Whooping  cough 

1 

5.  Diphtheria 

1 

6.  Influenza 

1 

1 

7.  Encephalitis  lethargica 

8.  Cerebro-spinal  fever 

9.  Tuberculosis  of  respiratory  system 

2 

10.  Other  tuberculous  diseases 

2 

1 1 .  Syphilis 

12.  General  paralysis  of  the  insane,  tabes 

dorsalis 

13.  Cancer,  malignant  disease 

8 

14 

14.  Diabetes 

3 

3 

15.  Cerebral  haemorrhage,  &c. 

6 

4 

16.  Heart  disease 

26 

23 

17.  Aneurysm 

18.  Other  circulatory  diseases 

5 

9 

19.  Bronchitis 

6 

3 

20.  Pneumonia  (all  forms) 

6 

1 

2 1 .  Other  respiratory  diseases 

1 

22.  Peptic  ulcer  ... 

1 

23.  Diarrhoea,  &c.  (under  2  years).  ... 

1 

2 

24.  Appendicitis  ... 

25.  Cirrhosis  of  liver 

1 

26.  Other  diseases  of  liver,  etc. 

27.  Other  digestive  diseases 

1 

2 

28.  Acute  and  chronic  nephritis 

6 

29.  Puerperal  sepsis 

1 

30.  Other  puerperal  causes 

31.  Congenital  debility,  premature  birth. 

malformations,  etc.  ... 

7 

32.  Senility 

5 

7 

33.  Suicide 

2 

1 

34.  Other  violence 

5 

5 

35.  Other  defined  diseases 

6 

8 

36.  Causes  ill-defined  or  unknown  ... 

Special  Causes  (included  in  No.  35  above) 

Small-pox 

Poliomyelitis  ... 

Polioencephalitis 

Deaths  of  Infants  under  1  year  Total... 

12 

4 

Legitimate 

10 

4 

Illegitimate  ... 

2 

Live  Births  Total... 

119 

1 13 

Legitimate 

1 14 

106 

Illegitimate  ... 

5 

7 

Stillbirths  Total.. 

2 

Legitimate 

4 

2 

Illegitimate  ... 

1 

Population 

14.750 

RURAL  DISTRICT  COUNCIL  OF 
SHIPSTON-ON-STOUR. 


ANNUAL  REPORT 

OF 

The  Medical  Officer  of  Health 

(1938) 


Mr.  Chairman  and  Gentlemen, 

I  have  the  honour  to  present  herewith  the  Annual 
Report  of  the  work  done  by  the  Public  Health  Department 
for  the  year  1938. 


NATURAL  AND  SOCIAL  CONDITIONS  OF  THE 

AREA. 


Area  in  Acres  ...  ...  ...  ...  53J041 

Rateable  Value  ...  £26,971 

Sum  produced  by  Penny  Rate  ...  ...  £105 

Number  of  Inhabited  houses  ...  ...  ...  2,450 

Estimated  Population  ...  ...  ...  7,480 


The  District  is  almost  entirely  agricultural,  the  only 
town  of  any  size  being  Shipston-on-Stour. 
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VITAL  STATISTICS. 


Live  Births — 

Male. 

Female. 

Total. 

Legitimate 

35 

49 

84 

Illegitimate  ... 

4 

4 

8 

Birth  Rate  per  1,000 

estimated  population 

12.3 

Stillbirths — 

Male. 

Female. 

Total. 

Legitimate 

2 

— 

2 

Illegitimate  ... 

2 

— 

2 

Rate  per  1,000  (Live 

and  stillbirths) 

. . . 

41.66 

Deaths — 

Male. 

Female. 

Total. 

59 

53 

112 

Crude  Death  Rate  per  1,000  estimated  population 

14-97 

Corrected  ,,  ,, 

y  y  >  >  y  y 

y  y 

10.92 

Deaths  from  Puerperal  Causes — 
Puerperal  Sepsis 
Other  Puerperal  Causes 


Death  Rate  of  Infants  under  one  year —  65.22 

All  Infants  per  1,000  live  births 
Deaths  from  Measles  (all  ages) 

,,  ,,  Whooping  Cough  (all  ages)  ...  — 

,,  ,,  Diarrhoea  (under  two  years)  ...  Nil 

GENERAL  PROVISION  OF  HEALTH  SERVICES  IN 

THE  AREA. 

Tuberculosis.  Cases  of  Tuberculosis  are  admitted  to 
the  King  Edward  VII.  Memorial  Sanitorium,  Warwick. 

Maternity.  Many  cases  are  admitted  to  Ellen  Badger 
Hospital,  Shipston-on-Stour. 

Fever.  All  cases  from  the  District  are  treated  in  the 
Joint  Hospital  at  Stratford-upon-Avon. 

General  Medical  and  Surgical  Cases  are  treated 
in  Ellen  Badger  Hospital,  Shipston-on-Stour. 

There  is  an  Infant  Welfare  Centre  in  Shipston-on-Stour. 
Twenty-one  sessions  were  held  ;  128  children  were  entered 

in  the  register  and  made  a  total  of  1,144  attendances — 
averaging  42.3  attendances  per  session. 

Ambulance  Service.  An  ambulance  for  general  use 
is  kept  at  the  Ellen  Badger  Hospital.  Infectious  cases 
are  removed  by  the  Ambulance  kept  at  The  Joint  Hospital, 
Stratford-on-Avon. 
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SANITARY  CIRCUMSTANCES  OF  THE  DISTRICT. 

Water  Supplies.  The  supply  of  water  to  the  villages 
in  the  District  is  derived  from  various  sources.  Some  systems 
comprise  small  service  reservoirs  and  standard  size  mains 
with  connections  to  houses,  other  are  merely  spring  collecting 
chambers  with  galvanised  pipe  connections  to  standpipes, 
whilst  in  the  remainder  of  the  villages  water  is  obtained 
from  wells  and  springs.  Complete  and  satisfactory  systems 
are  installed  to  supply  Shipston-on-Stour,  Honington, 
Barcheston  and  Willington,  Halford,  Oxhill,  and  Whatcote 
and  Butlers  Marston.  Small  systems  of  varying  efficiency, 
comprising  tanks  and  galvanised  pipes  are  used  to  supply 
the  villages  of  i-  Church  Tysoe,  Middle  Tysoe  and  Lower 
Tysoe,  Ilmington,  Stretton-on-Foss,  Little  Wolford,  Great 
Wolford,  Brailes,  Long  Compton,  Whichford  and  Ascott. 
In  the  remaining  villages  public  and  private  wells  are  used 
for  the  domestic  supply. 


For  Shipston-on-Stour  which  has  the  largest  water  supply, 
water  from  springs  at  Ebrington  is  conveyed  to  a  service 
reservoir  and  fed  to  the  town  via  suitable  mains.  The 
water  is  laid  on  to  all  houses,  and  a  branch  main  feeds  the 
village  of  Honington  where  some  of  the  houses  have  the 
water  laid  on,  whilst  in  other  cases  water  is  obtained  from 
standpipes.  An  extension  has  been  made  during  the  year 
to  supply  the  villages  of  Barcheston  and  Willington  which 
were  sorely  in  need  of  good  water.  I  he  supply  is  by  standpipe 
and  is  much  appreciated  by  the  inhabitants.  The  consump¬ 
tion  for  Shipston-on-Stour,  Honington,  Barcheston  and 
Willington  averages  40,000  gallons  per  day,  as  against  70,000 
gallons  per  day  during  1931.  Much  time  is  spent  during  the 
year  in  the  location  of  leakages  and  the  prevention  of  waste. 
These  efforts  are  successful  and  very  little  water  is  lost. 
Distance  indication  of  the  reservoir  levels  and  meter  readings 
would  considerably  help  in  conserving  the  supply  and  expedite 
repairs  and  I  hope  that  the  Council  will  provide  such  equipment 
in  the  near  future. 

The  villages  of  Halford,  Oxhill  and  Whatcote  are  supplied 
by  a  joint  scheme  and  an  ample  quantity  of  good  water  has 
been  available  throughout  the  year.  The  average  flow  at  the 
springs  has  been  i3>500  gallons  per  day  and  amply  supplies 
the  villages.  Several  additional  connections  have  been  made 
to  private  houses  during  the  year. 
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The  water  scheme  installed  for  the  use  of  the  inhabitants 
of  Butlers  Marston,  has  been  entirely  successful  and  has 
operated  throughout  the  year  with  but  little  attention. 
The  water  is  raised  by  an  automatic  electric  pumping  plant 
to  a  small  storage  tank  in  the  village  and  is  distributed  to 
various  standpipes.  Previously  water  had  to  be  carried 
some  distance  and  up  a  steep  incline. 

Improvements  have  been  made  to  the  Ilmington  water 
supply  during  the  year  and  the  scheme  has  been  converted 
from  the  “tank  to  tank”  system  to  a  pressure  standpipe 
supply.  Additional  water  was  obtained  from  the  Charity 
Spring,  and  a  small  reservoir  was  constructed  to  assist  in 
storing  the  water  overnight.  The  old  glazed  pipe  and  agri¬ 
cultural  pipe  sections  were  replaced  by  2  inch  mains  and  the 
whole  system  put  under  pressure.  Although  this  has  con¬ 
siderably  improved  the  supply,  certain  parts  of  the  village 
are  dependent  upon  wells,  or  the  people  have  long  distances  to 
carry  water.  A  full  scheme  is  still  required. 

At  Brailes,  the  Hobs  Hole  Spring  has  been  developed  and 
a  small  reservoir  constructed.  A  line  of  pipes  was  laid  to 
feed  standpipes  in  College  Square,  on  the  Green,  and  opposite 
a  further  block  of  cottages  higher  up  the  hill.  This  has 
proved  very  satisfactory  and  is  of  considerable  benefit  to 
those  people  who  live  in  that  part  of  the  village  and  previously 
had  to  carry  water  considerable  distances. 

Although  the  springs  in  the  area  have  returned  to  normal 
yields  following  the  droughts  of  recent  years,  there  is  still 
need  for  much  improvement  and  new  water  schemes.  Un¬ 
fortunately,  local  resources  are  insufficient  to  meet  the  needs 
of  the  various  parishes,  and,  unless  new  sources  are  discovered 
or  some  scheme  is  designed  for  utilising  river  water  and  serving 
the  whole  area,  it  does  not  appear  that  much  real  progress 
can  be  made.  Full  schemes  are  required  for  Brailes,  Ilmington 
Tredington,  Newbold,  Armscote,  Blackwell,  Darlingscott, 
Cherington,  Stourton,  Sutton-under-Brailes,  Winderton, 
Pillerton  Hersey,  Pillerton  Priors,  and  Idlicote,  Great  Wolford 
and  Little  Wolford. 

All  waterworks,  both  of  maintenance  and  new  construc¬ 
tion,  are  carried  out  by  direct  labour. 

Water  samples  have  been  taken  during  the  year  and 
submitted  for  analysis,  action  being  taken  where  necessary. 
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Sewerage,  lhe  methods  of  treating  sewerage  in  the 
district  are  not  of  the  best,  only  Shipston-on-Stour  having  a 
proper  system  of  sewers  and  sewage  disposal  works.  The 
remainder  of  the  villages  have  various  lengths  of  sewers  laid 
to  ditches  for  land  treatment  or  to  septic  tanks  and  irrigation 
ditches.  These  ditches  and  tanks  are  kept  in  good  and  clean 
condition  throughout  the  year. 

At  Tysoe  a  nuisance  from  smell  has  occurred  at  frequent 
intervals  in  the  main  village  street  and  was  finally  traced  to  a 
large  stone  culvert.  This  has  been  removed  and  a  24  inch 
concrete  sewer  laid  right  through  the  village  of  Church  Tysoe. 
The  work  has  abated  the  nuisance  in  the  village  and  has  also 
prevented  flooding  of  the  pool  and  roadway. 

Improvements  have  been  made  to  the  sewers  at  Little 
Compton,  and  a  further  section  of  the  village  is  served  by  the 
sewerage  system.  This  is  of  considerable  benefit  to  that 
area,  but  places  additional  load  on  the  irrigation  area  which 
needs  replacing  with  a  proper  disposal  works. 

At  the  Shipston-on-Stour  Disposal  Works,  Fell  Mill, 
the  plant  is  working  very  satisfactorily.  One  filter  has  been 
emptied  and  the  media  washed  and  re-graded,  the  second 
bed  will  also  be  dealt  with  in  due  course.  Short  lengths  of 
sewer  have  been  laid  in  other  parishes,  but  there  is  much 
work  required  to  be  done  in  this  direction,  and  it  is  hoped  that 
progress  will  be  made  in  providing  sewers  to  all  villages, 
within  the  next  few  years. 

All  sewerage  work  is  carried  out  by  direct  labour. 

Rivers  and  Streams.  It  has  not  been  necessary  to 
take  any  action  in  respect  of  rivers  and  streams,  other  than 
informal  action  respecting  the  pollution  of  ditches  by  the 
effluent  from  unsatisfactory  septic  tanks. 

Closet  Accommodation.  Progress  is  being  made  in  the 
conversion  of  privy  vaults  into  more  sanitary  closets.  Although 
there  is  still  a  large  number  of  these  conversions  to  be  made, 
the  position  is  considerably  improved  since  last  year.  In 
Shipston-on-Stour  all  the  water  closets  are  now  connected 
to  the  sewer. 

Scavenging.  In  1937  the  Council  considered  and 
adopted  a  scheme  for  scavenging  throughout  the  area,  and 
purchased  a  scavenging  vehicle.  Prior  to  May,  1937,  all 
scavenging  was  carried  out  in  the  district  by  contract. 
Shipston-on-Stour  refuse  was  collected  weekly  and  10  other 
villages  had  collections  every  three,  four  or  six  months. 
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This  system  was  entirely  inadequate  and  led  to  nuisances, 
littered  ditches  and  many  cottage  gardens  became  small 
refuse  dumps.  The  amount  of  tinned  food  consumed  has 
greatly  increased  in  the  last  few  years  and  the  question  of 
disposing  of  empty  containers  became  increasingly  difficult 
to  the  inhabitants. 


The  system  was  put  into  operation  and  has  met  with 
great  success.  By  carrying  out  the  work  by  direct  labour 
much  improvement  has  been  noted  in  the  appearance  and 
working  of  the  refuse  tips.  The  method  of  disposal  employed 
is  that  of  controlled  tipping  and  is  very  satisfactory. 

Shops  and  Offices.  Shops  and  Offices  are  inspected 
at  intervals,  and  such  action  as  is  necessary  taken  to  ensure 
sufficient  sanitary  accommodation,  etc.,  is  provided. 

Camping  Sites.  There  are  no  established  camping  sites 
in  the  area.  Some  farmers  permit  occasional  campers  in  their 
fields  for  short  periods,  but  no  action  has  yet  been  taken. 

Smoke  Abatement.  There  is  no  industry  in  the  area, 
and  action  in  respect  of  Smoke  Abatement  was  not  necessary. 

Swimming  Baths  and  Pools.  There  are  no  private  or 
public  swimming  baths  or  pools  in  the  area. 

Eradication  of  Bed  Bugs.  It  has  not  been  necessary 
to  take  any  action  during  the  year,  regarding  bed  bugs,  all 
previous  cases  appear  to  have  been  treated  successfully. 

Schools.  The  water  supply  and  general  sanitary  con¬ 
ditions  at  the  schools  in  the  area  appear  to  be  reasonably 
satisfactory. 

Disinfection.  Cases  of  infectious  disease  are  now 
treated  at  the  Stratford-on-Avon  Isolation  Hospital,  and  the 
premises  disinfected  from  which  infected  persons  are  taken. 
Other  disinfection  is  carried  out  as  necessary. 

Rats  and  Mice  Destruction.  The  usual  efforts  have 
been  made  for  the  reduction  of  rats  and  mice  during  the  year, 
with  special  effort  during  Rat  Week.  Baits  were  supplied 
to  the  public  and  posters  were  distributed  throughout  the 
district. 
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Housing.  Action  under  the  Housing  Act  is  progressing 
steadily,  and  the  re-housing  of  several  overcrowded  families 
and  displaced  persons  being  made  as  the  houses  are  erected. 
Some  delay  has  been  caused  by  difficulties  under  the  Joint 
Planning  Scheme,  but  these  are  being  overcome.  Ten  houses 
are  now  in  course  of  erection. 

The  improvement  of  houses  by  action  under  Section  9 
of  the  Housing  Act  proceeds  and  advantage  is  being  taken  of 
the  Housing  (Rural  Workers)  Act  1926  by  certain  owners  to 
re-condition  property. 

Unfortunately  the  cottage  rents  of  the  area  are  so  low 
that  it  is  difficult  to  raise  the  housing  standard  of  the  district 
to  any  great  extent  but  improvement  is  made  by  requiring 
the  provision  of  sufficient  light  and  ventilation,  the  prevention 
of  excessive  dampness  and  the  provision  of  washing,  sanitary 
and  food  storage  accommodation. 

During  the  year  36  dwelling  houses  have  been  erected 
and  24  buildings  of  various  types  erected  or  altered.  These 
works  were  carried  out  in  compliance  with  the  Council’s 
Byelaws  and  the  Joint  Planning  Scheme. 

HOUSING  STATISTICS. 

New  Houses. 

Total  ...  ...  ...  ...  ...  36 

With  State  Assistance  under  1919,  1923,  1924  Acts  : 

(1)  By  the  Local  Authority  ...  ...  ...  28 

(2)  By  other  Bodies  or  Persons  ...  ...  o 

1.  Inspection  of  Dwelling  Houses  During  the  Year  : 

(1)  (a)  Total  number  of  dwelling  houses  in¬ 

spected  for  housing  defects  (under  the 
Public  Health  and  Housing  Acts)  ...  1074 

(b)  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  1126 

(2)  (a)  Number  of  dwelling  houses  (included 

under  sub-head  (1)  above,  which  were 
inspected  and  recorded  under  the  Housing 
Consolidation  Regulations  1925  ...  Nil 

(b)  Number  of  inspections  made  for  the 

purpose  ...  ...  ...  ...  Nil 

(3)  Number  of  dwelling  houses  found  to  be  so 

dangerous  or  injurious  to  health  as  to  be 

unfit  for  human  habitation  ...  ...  17 

(4)  Number  of  dwelling  houses  (exclusive  of  those 

referred  to  under  the  preceding  sub¬ 
head)  found  not  to  be  in  all  respects  fit 
for  human  habitation  ...  ...  54 
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2.  Action  under  Statutory  Powers  During  the  Year  : 

(a)  Proceedings  under  Sections  9,  10  and  16  of 

the  Housing  Act,  1936  • 

(1)  Number  of  dwelling  houses  in  respect  of 

which  Notices  were  served  requiring 
repairs  ...  ...  ...  •  •  •  2 

(2)  Number  of  dwelling  houses  which  were 
rendered  fit  after  service  of  formal 
notices  (including  outstanding  notices)  17 

(a)  By  the  Owners  ...  ...  15 

(1 b )  By  the  Local  Authorities  in  default 

of  owners  ...  ...  ...  2 

( b )  Proceedings  under  the  Public  Health  Acts  : 

(1)  Number  of  dwelling  houses  in  respect  of 

which  notices  were  served  requiring 
defects  to  be  remedied  ...  ...  41 2 

(2)  Number  of  dwelling  houses  in  which 

defects  were  remedied  after  service  of 
formal  notices  (including  outstanding 
notices)  ...  ...  ...  ...  39 

(a)  By  the  Owners  ...  ...  39 

( b )  By  the  Local  Authority  in  default 

of  owners  ...  ...  ...  Nil 

(c)  Proceedings  under  Sections  11  and  13  of  the 

Housing  Act,  1936  : 

(1)  Number  of  dwelling  houses  in  respect 

of  which  Demolition  Orders  were  made...  Nil 

(2)  Number  of  dwelling  houses  demolished 

in  pursuance  of  Demolition  Orders 
(including  outstanding  Orders)  ...  15 

(d)  Proceedings  under  Section  12  of  the  Housing 

Act,  1936  : 

(1)  Number  of  separate  tenements  or  under¬ 

ground  rooms  in  respect  of  which  Closing 
Orders  were  made  ...  ...  ...  Nil 

(2)  Number  of  separate  tenements  or  under¬ 

ground  rooms  in  respect  of  which  Closing- 
Orders  were  determined,  the  tenement  or 
room  having  been  rendered  fit  ...  Nil 
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3.  Housing  Act  1936.  Part  IV.  Overcrowding. 

(a)  (i)  Number  of  dwellings  overcrowded  at  the 

end  of  the  year  ...  ...  ...  19 

(ii)  Number  of  families  dwelling  therein  ...  19 

(iii)  Number  of  persons  dwelling  therein  ...  144 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  the  year  ...  ...  ...  2 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  ...  ...  ...  16 

(ii)  Number  of  persons  concerned  in  such 

cases  ...  ...  ...  ...  107 

(d)  Particulars  of  any  cases  in  which  dwelling 

houses  have  again  become  overcrowded 
after  the  Local  Authority  have  taken  steps 
for  the  abatement  of  overcrowding  ...  Nil 

(e)  Any  other  particulars  with  respect  to  over¬ 

crowding  conditions  upon  which  the 
Medical  Officer  of  Health  may  consider  it 
desirable  to  report  ...  ...  ...  Nil 

Visits  to  Premises. 

House  Inspection  (H.T.P.  and  Acts)  ...  ...  429 

,,  ,,  (Public  Health  Acts)  ...  ...  798 

Outworkers  Premises  ...  ...  ...  ...  1 

Bakehouses  ...  ...  ...  ...  16 

Slaughterhouses  ...  ...  ...  ...  149 

Offensive  Trades  ...  ...  ...  ...  6 

Dairies,  Cowsheds  and  Milkshops  ...  ...  137 

Markets  and  Shops  ...  ...  ...  ...  12 

Complaints  investigated  ...  ...  ...  93 

Re-visits  to  other  premises  under  notice  ...  ...  52 

Investigation  of  Infectious  Disease  ...  ....  20 

Drains  tested  ...  ...  ...  ...  43 

Premises  disinfected  ...  ...  ...  ...  12 

Water  samples  procured  for  analysis  ...  ...  12 

Number  of  Notices  Served. 

Informal  Notices  ...  ...  ...  ...  93 

Statutory  Notices  ...  ...  ...  ...  64 

Results  of  Notices  Served. 

Notices  complied  with  ...  ...  ...  ...  123 

Notices  not  complied  with  ...  ...  ...  34 
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Defects  Found  in  Connection  With  : — * 


Defects 

found. 


Defects 

remedied. 


Drains 

Closets 

Water  Supplies 

Buildings 

Yards 

Gutters,  Spouts 

Ashpits 

Refuse 

Animals 

Miscellaneous 

Shops 

Food  Premises 

Cowsheds 

Slaughterhouses 


93 

87 

6i 

56 

4 

4 

63 

61 

59 

57 

26 

25 

96 

84 

9 

9 

4 

4 

63 

62 

1 

1 

16 

14 

26 

22 

2 

2 

FACTORIES,  WORKSHOPS  and  WORKPLACES. 

1. — Inspection  of  Factories,  Workshops  and  Workplaces. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors 
of  Nuisances. 


Premises 

Number  of 

(1) 

Inspec- , 
tions 

(2) 

Written 

Notices 

(3) 

Occupiers 

prosec’ted 

(4) 

Factories... 

(Including  Factory  Laundries) 

64 

... 

- 

Workshops 

(IncludingWorkshop  Laundries) 

•  •  • 

•  •  • 

Workplaces 

(Other  than  Outworkers' 
Premises) 

... 

... 

Total 

64 

•  •  • 

... 

•  53 

Dairies  and  Cowsheds.  Cowsheds,  Dairies  and  Milk 
Stores  are  frequently  inspected  for  cleanliness,  etc.  Progress 
is  being  made  with  the  reconstruction  of  premises,  which  do 
not  reach  the  necessary  standard  of  construction,  but  much 
work  still  remains  to  be  done  before  the  cowsheds  are  all  in 
good  condition.  The  Accredited  Scheme  has  stimulated  the 
general  move  towards  cleaner  milk  production,  but  many 
farmers  are  slow  to  introduce  modern  methods. 

Slaughterhouses  and  Meat  Inspection.  There  are 
twelve  slaughterhouses  in  the  district.  All  are  kept  in 
reasonable  condition.  So  far  as  possible,  meat  inspection 
is  carried  out,  and  during  the  year  approximately  5  cwts.  of 
diseased  meat  was  condemned. 


carcases  inspected  and  condemned. 

(Approximate  Figures). 


Cattle 
exclud¬ 
ing  Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed  (if 
known) 

300 

200 

100 

3200 

1750 

Number  inspected 

216 

163 

80 

2100 

1400 

All  diseases  except 
Tuberculosis 

Whole  carcases  con¬ 
demned 

Carcases  of  which 
some  part  or  organ 
was  condemned 

12 

6 

2 

32 

26 

Percentage  of  the 
number  inspected 
affected  with  dis¬ 
ease  other  than 
tuberculosis 

5.5% 

3-6% 

2-5% 

i-5% 

1.86% 

Tuberculosis  only. 

Whole  carcases  con¬ 
demned 

_ 

_ 

_ ___ 

_ 

_ 

Carcases  of  which 
some  part  or  organ 
was  condemned 

9 

5 

- 

24 

20 

Percentage  of  the 
number  inspected 
affected  with  tuber¬ 
culosis 

4-I% 

3.i% 

i 

' 

sO 

M 

W 

i-4% 
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PREVALENCE  AND  CONTROL  OVER 
INFECTIOUS  DISEASE. 

The  general  arrangements  for  the  control  of  Infectious 
Disease  including  (a)  the  removal  to  hospital  of  persons  suffer¬ 
ing  from  Infectious  Disease,  (b)  the  disinfection  of  infected 
premises  and  clothing,  (c)  the  supply  of  anti-toxins,  (d)  the 
examination  of  Pathological  specimens,  etc.,  are  the  same  as 
those  for  the  Borough  of  Stratford-on-Avon. 

During  the  year  there  were  26  cases  of  Scarlet  Fever 
7  of  Diphtheria,  10  of  Pneumonia  and  6  of  Puerperal  Pyrexia. 
The  increase  in  the  incidence  of  Scarlet  Fever  and  Diphtheria 
was  largely  due  to  an  outbreak  of  these  diseases  in  the  village 
of  Stretton-on-the-Fosse  where  n  cases  occurred.  The 
cases  of  Puerperal  Pyrexia  occurred  in  the  Ellen  Badger 
Hospital,  Shipston-on-Stour.  They  were  fortunately  un¬ 
attended  by  any  mortality. 

The  following  table  shows  the  number  of  cases  divided  . 
into  their  age  groups,  etc. 


NOTIFIABLE  DISEASES,  1938.  (AGE  GROUPS) 
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Total 

Deaths 

r  ■< 

rt 

04 

tO 

t— H 
•  H 

G 

Cases 

admitted 

to 

Hospital 

04 

tO 

— 

Total 

cases 

0 

04 

IO 

O 

Over 

65 

04 

to 

0 

l 

to 

Tt- 
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CO 

35-45 

04 

M 

_ 

>o 

CO 

A 

04 

CO 

M 

W 

>o 

O 

04 
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to 

M 
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to 
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1 

O 

W 

to 

M 

O 

M 

1  1 
to 

12 

0) 

04 

tO 
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tt- 

1 

CO 

w 

M 

2-3 

M 

04 

1 

M 

M 

Under 

1 

year 

Scarlet  Fever 

Diphtheria 

Pneumonia 

Erysipelas 

Puerperal 

Pyrexia 

1 

1 

SCHOOL  CLOSURES  FOR  INFECTIOUS  DISEASE. 


SCHOOL 

Stretton-on-Fosse 


DISEASE 

Diphtheria 


PERIOD  CLOSED 
April  5th-i4th. 


TUBERCULOSIS. 

The  following  table  shows  the  number  of  new  cases  of 
Tuberculosis  notified  during  the  year  and  also  the  death 
rate  of  all  cases  of  tuberculosis. 


Age 

Periods 

New 

cases 

Dea 

ths 

Pulm< 

Dnary 

N< 

Pulm 

m- 

onary 

Pulm 

on  ary 

Nc 

Pulm 

n- 

onary 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0— 1 

i-5 

5-10 

10-15 

15-20 

20-25 

25-35 

35-45 

1 

45-55 

1 

1 

55-65 

65  and  upwards 

Totals 

1 

1 

1 

No  occasion  has  arisen  which  necessitated  taking  action 
under  (i)  The  Public  Health  (Prevention  of  Tuberculosis) 
Regulations  1925  or  (2)  The  Public  Health  Act  1925  (Sec.  2.) 
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VACCINATION. 

No  primary  or  re-vaccinations  have  been  performed 
by  me  during  the  year  under  The  Public  Health  (Smallpox 
Prevention)  Regulations  1917. 

In  conclusion  I  take  this  opportunity  of  expressing  my 
thanks  to  Mr.  H.  C.  Cooper,  the  Sanitary  Inspector,  for  his 
invaluable  assistance  throughout  the  year. 

I  remain, 

Yours  faithfully, 

L.  L.  FYFE, 

Medical  Officer  of  Health. 


Causes  of  Death  in  the  Rural  District  of  Shipston- on- Stour 

during  the  Year  1938. 


Causes  of  Death 


All  Causes 


1.  Typhoid  fever,  etc. 

2.  Measles 

3.  Scarlet  Fever 

4.  Whooping  cough 

5.  Diphtheria 

6.  Influenza 

7.  Encephalitis  lethargica 

8.  Cerebro-spinal  fever  ... 

9.  Respiratory  tuberculosis 

10.  Other  tuberculosis 

11.  Syphilis 

12.  General  paralysis  of  insane,  etc 

13.  Cancer 

14.  Diabetes 

15.  Cerebral  haemorrhage 

16.  Heart  disease 

17.  Aneurysm 

18.  Other  circulatory  diseases 

19.  Bronchitis 

20.  Pneumonia  ... 

21.  Other  respiratory  diseases 

22.  Peptic  ulcer  ... 

23.  Diarrhoea,  etc.  (under  2  years) 

24.  Appendicitis  ... 

25.  Cirrhosis  of  liver 

26.  Other  liver  diseases 

27.  Other  digestive  diseases 

28.  Nephritis 

29.  Puerperal  sepsis 

30.  Other  puerperal  causes 

31.  Congenital  causes,  etc. 

32.  Senility 

33.  Suicide 

34.  Other  violence 

35.  Other  defined  causes  ... 

36.  Ill-defined  causes 


Special  Causes  (included  in  No.  35) 

Small-pox 
Poliomyelitis  ... 
Polioencephalitis 
Deaths  of  Infants  under  1  year 
Legitimate 
Illegitimate  ... 


Total 


Live  Births 
Legitimate 
Illegitimate 


Total 


Still  Births 
Legitimate 
Illegitimate 


total 


Males  Females 


59 


1 

10 

10 

3 

4 


3 


2 

6 

1 

2 

3 
1 


2 

2 


39 

35 

4 


4 

O 


53 


2 

2 


10 

1 

1 
12 

3 

2 

1 

2 


1 

5 


2 

3 

1 

3 


4 

4 


53 

49 

4 


— 


Resident  Population 


7. 4  80 


